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PREFACE 


This publication contains abstracts of papers presented at the Eleventh 
International Laser Radar Conference, held at the University of Wisconsin-Madison, 
June 21-25, 1982. Eighty-nine papers were presented during ten sessions. These 
conferences have historically provided lidar researchers from throughout the world 
with a forum to present their latest achievements and to discuss problems of mutual 
concern. The conferences have been technique oriented, but always directed toward 
applications important to the atmospheric sciences. 

This eleventh conference manifests a maturing technology. The abstracts discuss 
laser radar measurements of properties from the Earth's ocean surface to the 
mesosphere, made with techniques ranging from elastic and inelastic scattering to 
Doppler shifts and differential absorption. 

The conference was sponsored by the Space Science and Engineering Center (SSEC) 
of the University of Wisconsin, by the American Meteorological Society (AMS), 
by the Office of Scientific Research and the Geophysical Laboratory of the United 
States Air Force, and by the Langley Research Center of the Rational Aeronautics and 
Space Administration. It was organized under the able leadership of James Weinman of 
the SSEC, with the assistance of Evelyn Mazur of the AMS during the early planning 
stages. The Program Committee and Professor Weinman, who chaired the committee, are 
to be commended for the excellent selection of scientific papers. 

This volume was prepared for publication through the efforts of the staff of the 
Research Information and Applications Division, NASA Langley Research Center, and the 
staff of the SSEC. In addition, the SSEC staff, in particular Susan Spellman, Joanne 
Edwards, Robert Fox, and John Roberts, are to be thanked for attending to the diverse 
tasks required for the success of this conference. The efforts of Ted Barber of the 
White Sands Missile Range in arranging for session chairpersons are appreciated. 
Finally, i^ecial recognition is made to Don Bedo (USAF Geophysical Laboratory), 

Herman Gerber (U.S. Naval Research Laboratory) and Chalmers Sechrist (University of 
Illinois) in arranging for agency sponsorships, and to Horace Furvimoto (Candella 
Corporation) for social sponsorship. 

The use of trade names or manufacturers' names in this publication does not 
constitute endorsement, either expressed or implied, by the National Aeronautics and 
Space Administration. 


M. Patrick McCormick 

Chairman, Committee on Laser Atmospheric Studies 
American Meteorological Society 
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LIDAR MEASUREMENTS OF THE STRATOSPHERIC AEROSOL: 1974-1982 


T. J. Swissler and M. Osborn, Systems and Applied Sciences Corp. 

Hampton, Virginia 23666 

Routine ruby lidar observations of the stratospheric aerosol 
have been obtained at Hampton, Virginia (37.1*^N. 76.3°W) from 1974 
to the present. This period includes a major volcanic increase in 
1974 from Volcan de Fuego, a background period of minimal strato- 
spheric aerosol concentrations in 1978-79, and a time of multiple 
volcanic eruptions during 1980-82. The data are presented in terms 
of lidar scattering ratio and corresponding temperature profiles, 
the time history of the peak backscatter mixing ratio, the height 
of the peak backscatter and temperature minimum, and the aerosol 
backscatter integrated through the stratosphere. The results are 
discussed in terms of the increases due to the volcanic eruptions, 
the decay times of the aerosol following these eruptions, and the 
possible observations of seasonal variations in the background level 
concentrations . 

This extensive lidar data set has also been combined with aero- 
sol optical modeling techniques to construct an estimate of the 
stratospheric aerosol mass loading over the 1974-1982 time period. 



MYSTERY CLOUDS IN THE STRATOSPHERE ? 


M, P. McCormick 
NASA Langley Research Center 
Hampton, Virginia, 23665, U.S.A. 


In late January 1982, an enhancement in lidar backscatter at 
stratospheric altitudes between 15 and 20 km was reported by Hirono of 
Kyushu University, Fukuoka, Japan, Subsequently, a number of lidar 
investigators reported this new enhancement. Although the Smithsonian 
Institution's Scientific Event Alert Network (SEAN) had received no 
reports of a large eruption immediately prior to this time, most lidar 
researchers believed the new layer's origin to be volcanic. The press, 
on the other hand, reported this layer over a prolonged period of time, 
most of late February and early March, as a "mystery-1 ayer" of unknown 
content and origin that could have been from a nuclear detonation, a 
meteor shower, or a large volcanic eruption. 

This paper describes our most recent ground-based (37°N) and 
airborne lidar measurements (38°N to 10°N) and compares them to past 
measurements. Figure 1 shows the airborne lidar vertical scattering 
ratio (SR) measurements after the eruptions of Mount St, Helens (MSH) 
and Alaid compared to measurement in February 1982. Clearly the 
profiles are very similar. Note that the first two profiles were taken 
at different times after their respective eruptions. For the case of 
MSH, the interval is 4 months and for Alaid, 2 months. 

During a mid February flight to Costa Rica (10°N), the lidar SR's 
were enhanced well over background and became dramatically higher at 
about 30°N, peaking at about 21°N. The values remained high from there 
south to Costa Rica. Data were taken serially at two wavelengths, 1.06 
and 0.6943 ym. On the return trip 8 days later, the layer was still 
present over the entire flight path. We conclude from our data and 
other reported data that the stratospheric enhancement is probably 
spread over most of the Northern Hemisphere at this time (March 1982) 
and, based on these data, past lidar signatures, and mass consider- 
ations, the layer was probably produced from a low latitude eruption in 
late December 1981 to mid January 1982. 

Measurements by the satellite experiment SAGE, for Stratospheric 
Aerosol and Gas Experiment, of the dispersion of the MSH effluent are 
shown in Figure 2 as stratospheric optical depth at 1.0 ym. These data 
are for the period July 21 to August 26, 2 to 3 months after the 
eruption, and show the effects of the slow process of global mixing and 
conversion from sulfur dioxide to sulfuric acid/water particles. A 
lidar measurement at a specific point, therefore, is not necessarily 
representati ve of the entire globe. This will be discussed with 
reference to the present layer and past volcanically produced layers 
and the mass calculations inferred from lidar measurements. We have 
concluded that the stratospheric aerosol mass increase due to the 
eruption of MSH was about 0.32 x 10^ tonnes, and that the most recent 
eruption created at least this amount of enhancement. 



Mt. St. Helens (4GH, 122w) 
Erupted 5/18/80 


Alaid (51N, 1S6E) 
Erupted 4/27/81 



LIDAR BACKSCATTER RATIO 


Figure 1 Lidar backscatter ratio profiles at a 

wavelength of 0.6943 ym after some past 
volcanic eruptions compared to a recent 
sounding - 
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LONGITUDE 


Figure 2 SAGE measurements of stratospheric optical 
depth for the period July 21 through August 
26, 1980. The Northern Hemisphere enhance- 
ments are due to the May 18, 1980, eruption 
of Mount St. Helens (46 N. 122 W) . 
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LIDAR OBSERVATIONS OF THE STRATOSPHERIC AEROSOL OVER CENTRAL EUROPE 
SINCE JANUARY 1981 

R. Reiter, H. Jager, W. Carnuth, and W. Fiink 

Fraunhofer Institute for Atmospheric Environmental Research, 

Kreuzeckbahnstrasse 19, D-8100 Garmisch-Partenkirchen, FRG 

A ruby lidar with a 52 cm receiver telescope and 64 channel photon counter has been 
used since 1976 at Garmisch-Partenkirchen, Germany (47.5°N, 11.0°E), for continuous 
monitoring of the stratospheric aerosol (Reiter, et al.; refs. 1 and 2.) The usual 
matching of the lidar return signal (molecular plus particulate backscatter) with 
the molecular backscatter profile deduced from a radiosonde ascent results in the net 
particulate backscattering coefficient. The matching level is 25 to 30 km and a 
correction for a possible deviation of Rmin/ the minimum measured backscattering 
coefficient, from unity has not been applied. Scattering ratio (ratio R of total to 
molecular backscatter) , optical mixing ratio (R -1) , and particulate backscatter 
coefficient are the quantities deducable from that single wavelength lidar system. 

The aerosol injected into the stratosphere by the St. Helens eruption in May 1980 
had almost completely decayed a year later. In May 1981 the backscattering coef- 
ficient had decreased to nearly pre-Helens values, so that signals of a new eruption 
could easily be distinguished from the background. Two volcanic eruptions have been 
reported to have penetrated into the stratosphere in 1981: the eruptions of Alaid 

(Kurile Islands, 50.8°N, 155. 5°W) on April 28 (see ref. 3) and of Pagan (Mariana 
Islands, 18.1°N, 145. 8°E) on May 15. (See ref. 4.) In Fig. 1 altitude profiles of 
the scattering ratio R are presented. The first profile from April 27 shows the 
remainder of the Mt. St. Helens aerosol around a 19-km altitude, resulting in a 
particulate backscatter of about 10% of the molecular backscatter. On May 19 and 20 
a peak just above the tropopause gave the first indication of a new stratospheric 
aerosol cloud. On May 29 this peak was already clearly separated from the tropo- 
pause, and further peaks began to develop above 16 km. On June 2 a very strong 
do\ible peak was observed at 17 km, and with R = 3.8 the highest R value is measured 
during the displayed period. It was observed that the stratospheric particulate 
backscatter decayed fast at first and then slowly decreased along with the vertical 
inhomogeneity. 

As sources of the stratospheric aerosol increase, the eruption of the Alaid volcano 
on April 18 comes into question. The Pagan volcano is located so far in the south 
that the arrival of its effluents is not expected before December. In contrast to 
the situation during the Mt. St. Helens eruption, where the summer easterlies in the 
middle stratosphere had already fully developed, the stratospheric winter regime was 
still dominating at midlatitudes at the end of April 1981, and so the upper parts of 
the Alaid plume were also transported from west to east until even the middle of 
June. Pig. 2 shows the profile of the westerly wind in the lower troposphere as 
deduced from the Munich radiosonde data. Additionally, transport velocities of the 
stratospheric aerosol as a function of height are shown, calculated from the time 
lags of the observed lidar peaks after the eruption date. Both profiles agree well. 

Fig. 3 shows the time variation of the maximum optical mixing ratio (Emax“l^ 
height integrated particulate backscatter coefficient between 12 and 23 to 30-km 
altitude. The former curve rises steeply between the middle of May and the beginning 
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of June, decreases similarly until the middle of June, and then decreases more slowly 
until November. The integral curve behaves likewise, but the decline is less steep. 

The 1981 aerosol increase has been related to our observations of the Mt. St. Helens 
eruption cloud and to literature data describing the decay of the Fuego pliime 
(eruption in 1974; see ref. 5). The Alaid eruption seems to have been more intense 
than the initial Mt. St. Helens eruption, but the Mt. St. Helens effect had been 
amplified by subsequent eruptions. A comparison of all three volcanic events re- 
veals that both Alaid and Mt- St. Helens eruptions produced a backscattering per- 
turbation of about one third of that caused by the Fuego eruption. No significant 
climatic changes are to be expected resulting from the recent eruption clouds. 

During the preparation of this abstract, from February 2, 1982, on, another strato- 
spheric aerosol peak was observed at 15 km altitude and confirmed by Hirono's group 
in Japan (private communication) . This cloud surely originates from a hitherto 
unknown volcanic eruption. A preliminary trajectory analysis points at a probable 
eruption site near the northeastern border of the Pacific ocean in the beginning of 
1982. 
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Fig. 1: 

Lidar observations at Garmisch-Partenkirchen 
showing the formation of aerosol layers following 
the Alaid eruption. T denotes the Munich radio- 
sonde tropopause . 



WIND SPEED m seri 

Fig. 2; 

Circulation profile of the stratospheric westerlies de- 
duced from Munich radiosonde data, compared to lidar- 
determined transport speeds after the Alaid eruption. 
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Fig . 3 

Time variation of the maximum optical mixing ratio 
(maximum scattering ratio - 1) and vertically inte- 
grated particulate backscattering coefficient. 
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COMPARISON OF LOW-LATITUDE LIDAR AND SAGE SATELLITE MEASUREMENTS 


G. S. Kent 

Institute for Atmospheric Optics and Remote Sensing (IPAORS) 
P. O. Box P, Hampton, Virginia, USA 

M. P. McCormick 
NASA Langley Research Center 
Hampton, Virginia 23665, USA 

M. T. Philip 

University of the West Indies 
Kingston, Jamaica 


INTRODUCTION 

The low-altitude section of the University of the West Indies, Mark II 
lidar system (Kent et al., 1971) was used to make observations on the 
stratospheric aerosol layer during the period February 1978 - November 
1979. The system operates at a wavelength of 0.6943 yra and has a verti- 
cal resolution of 2 km over the height range 16-52 km. Approximately 
90 useful nights' observations were obtained. Because the low latitude 
aerosol layer extends well above the ceiling of normal meteorological 
balloon soundings, this data has been normalized to a standard atmosphere 
over the altitude range 40-52 km. The standard atmosphere chosen is the 
Air Force Reference Atmosphere (Cole and Kantor, 1978) for the appropriate 
month and interpolated for the latitude of Kingston, Jamaica (18® N) . 

The SAGE satellite system was latinched in February 1979 to monitor 
stratospheric aerosol, ozone and nitrogen dioxide over the latitude 
range 70°S 70°N (McCormick et al., 1979). The stratospheric aerosol 

is measured in terms of the extinction it produces at a wavelength of 
1.0 ym. The observation point of the satellite crossed the latitude 
of Jamaica about 8 times in 1979 making about 150 separate observations 
within 5° of that latitude. 

The data products that have been selected for comparison are the 
aerosol/molecular backscatter ratio % for the lidar and the aerosol/ 
molecular extinction ratio Rg for SAGE. 

SHORT TERM PROFILE VARIATION 

It is clear, from examination of SAGE data collected at different lati- 
tudes, that the low-latitude aerosol layer is very different, in terms 
of altitude and extinction ratio, from the mid-latitude aerosol layer. 
Figure 1 shows the mean SAGE profiles for four different latitude zones 
during the period February-November 1979. The latitude variation is 
very clear and it shows that Jamaica lies on the edge of the low-latitude 
region. What is not clear in this diagram is that the boundary between 
the low- and mid-latitude behavior is sharp and that its position is not 
fixed. These points are illustrated in Figs. 2(a) and (b) . Figure 2(a) 
shows a succession of lidar profiles obtained in Jamaica on the same 
night. It can be seen that the layer shape changes and that the height 
of the maximum scattering ratio may occur over a wide height range ex- 
tending from about 20 km (typical of mid- latitude) to almost 30 km (typi- 
cal of low latitude) . A similar variation is observed in the SAGE data. 
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Figure 2(b) shows a succession of SAGE profiles (separated by 24® 
longitude) obtained on the same day at a latitude of approximately 
20®N. Seasonal variations are small at low-latitudes and these data, 
although taken six months apart, may be regarded as representative. 

Both sets axe taken during periods of low volcanic activity. A more 
detailed study of SAGE data shows that the low- to mid- latitude boundary 
changes its position as the longitude is varied and that its latitude 
is related to the upper-air meteorological conditions; the lidar 
data shows in addition that the boiindary is in a constant shape of 
movement . 

MEAN PROFILE 

Comparison of the profiles in Fig. 2(a) and (b) shows that, on the aver- 
age, the lidar profile has higher values in the height range 20-25 km 
than in the height range 25-30 km, in contrast to the SAGE profile. 
Analysis shows that the ratio (backscatter at 0.6943 ym) /(extinction 

at 1.00 ym) apparently decreases fairly steadily between 20 and 30 km; 
the mean value of Rgg is approximately 0.03 sr~l, in good agreement 
with values calculated using Hie theory and standard particle models. 

The altitude variation has support from SAGE data obtained on an 
additional aerosol channel at 0.45 ym. A preliminary examination of 
the ratio (extinction at 0.45 ym/extinction at 1.0 ym) for the latitude 
belt 10° - 20 °N shows an altitude variation of this ratio similar to 
that for Rbe' although of somewhat smaller magnitude. The data and 
possible interpretations are still under study. 

LONG-PERIOD VARIATION 

Although the seasonal variations are small and difficult to detect at 
low altitudes, both lidar and SAGE show strong long— period changes. 

Figure 3 shows the variation of (Rg-l) and 0.03 (Rg-l) for the altitude 
range (26-30 km) from February 1978 - December 1980. A steady rise in 
the qtiantity occurred throughout 1978 and 1979, followed by a sudden 
drop in December 1979, followed by the start of a new rise. The 
height range chosen is above that affected by recent volcanic eruptions 
and the change is apparently that of the background aerosol. 
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Figure 1.- Mean aerosol extinction ratio profiles 
for four different 10*^ latitude bands centered 
at the latitudes shown on the figure. 



Figure 2(a).- Succession of lidar scattering ratio profiles 
obtained on 25-26 November 1978, 
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Figure 2(b).- Succession of aerosol extinction ratio profiles 

obtained on 9 April 1979. 
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LIDAR AND BALLOON-BORNE PARTICLE COUNTER COMPARISONS 


FOLLOWING THE ERUPTIONS OF MT. ST. HELENS AND ALAID 


D.J. Hofmann and J.M. Rosen 
Department of Physics and Astronomy 
University of Wyoming, Laramie WY 


R. Reiter and H. Jager 

Fraunhof er-Institute for Atmospheric Environmental 
Research, Garmisch-Partenkirchen, FRG 


Lidar backscatter observations of the stratosphere made at Garmisch- 
Partenkirchen (47.5°N) from mid-1979 to early 1982 are compared 
with backscatter cross sections as calculated from measurements of 
condensation nuclei (r S 0.01 ixm) and larger aerosol (r ^ 0.15 u-m, 
r s 0.25 iim) made from balloons over Laramie, Wyoming (41°N) during 
the same period. Log normal size distributions are fit to the three 
particle sizes measured and spherical droplets consisting of a 
75% sulfuric acid solution are assumed in calculating the expected 
backscatter as a function of time. The results clearly indicate that 
the lower stratosphere (15-17 km) was disturbed as early as 
December 1979, prior to the eruption of Mt. St. Helens, probably due 
to minor volcanic activity. 
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ATMOSPHERIC DEPOLARIZATION RATIO DECAY AFTER THE 


ERUPTION OF MOUNT ST. HELENS 
Joseph H. Goad, Jr, 

NASA Langley Research Center 
Hampton, Virginia, 23665, U.S.A. 


The 1980 eruptions of Mount St, Helens ejected large amounts of 
volcanic material into the upper troposphere and lower stratosphere. 
When the fresh volcanic cloud was first observed at our location 
(37'’N.-76.3°W. ) , the peak depolarization ratios in the volcanic layers 
were 0.15 to 0.18. From the first observations in June 1980, the 
depolarization decreased as the volcanic material diffused, sedimented, 
and changed chemical composition. In 9 months, atmospheric depolari- 
zation ratios returned to values measured prior to the Mount St. Helens 
eruptions. 

Figure 1 shows the large depolarization ratios measured in the 
layers of volcanic material. These ratios are approximately 10 times 
higher than observed for the atmosphere in nonvolcanic times. The 
vertical dotted line is the atmospheric molecular depolarization ratio 
obtained from Young's^ calculated value by converting from unpolarized 
incident radiation to polarized incident radiation. In figure 2, the 
depolarization ratios had decreased to values below 0.05 in a period of 
4 months. In figure 3, the depolarization has decreased to similar 
values measured before the eruptions of Mount St. Helens. The error 
bars on the figures are the standard deviation of the quotient formed 
by the ratio of the perpendicular polarized component to the parallel 
polarized component, which is the depolarization ratio. 

These studies have been conducted to measure upper atmospheric 
lidar depolarization ratios for obtaining additional remote information 
on the composition and physical state of atmospheric aerosols in the 
region of the tropopause. In the future, this will provide data inputs 
for climatic models and for the design of polarization sensors. 


1. A. T. Young, "Revised depolarization corrections for atmospheric 
extinction," Applied Optics , Vol . 19, No. 20, October 15, 1980. 
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Figure 2 



First observed volcanic layers at this location 
(Dotted line - 0.0142 molecular depolarization 
ratio) 
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Depolarization ratio has decreased below 0.05 
(Dotted line - 0.0142 molecular depolarization 
ratio) 








STEERABLE LIDAR STUDIES OF MESOSPHERIC 
SODIUM LAYER STRUCTURE 

C, S. Gardner and C. F. Sechrist, Jr. 

Aeronomy Laboratory 
Department of Electrical Engineering 
University of Illinois 
Urbana, Illinois 61801 

and 

J. L. Bufton 
NASA 

Goddard Space Flight Center 
Greenbelt, Maryland 20771 


ABSTRACT 


In May and June, 1981, a 48-inch telescope located at the Goddard 
Space Flight Center Optical Test Site was used in conjunction with com- 
ponents of the University of Illinois sodium lidar system to make 
steerable lidar observations of the mesospheric sodium layer. Table 1 
lists parameters of the steerable system. The telescope facility, 
located at 39.1°N, 76.8°W, consists of a 48-inch Cassegrain astronomical 
telescope with Coude focus and supporting equipment which enables this 
instrument to be used in a variety of laser ranging experiments. The 
telescope aperture area is approximately the same as the objective area 
of the Fresnel lens receiving telescope used in Illinois. However, as 
well as making steerable measurements possible because of the sophisti- 
cated telescope mount, the high quality optics permit a small receiver 
field of view. This serves to reduce the noise counts due to background 
sky illumination. 

The interference filter and PMT are positioned near the focal point 
of the telescope. No collimating lens is required due to the long focal 
length of the primary /secondary mirror combination in the telescope. 

The aperture of the focusing lens in the PMT cooled housing limits the 
telescope field of view to less than 1 mrad . This field of view can be 
reduced further by Inserting a field stop iris in front of the PMT. 

The laser head was mounted on the telescope to insure that the laser 
beam tracked the telescope motions accurately. Coincidence of the 
transmitted laser beam and the telescope field of view was insured by 
adjusting the folding mirror. Because the laser beam divergence angle 
was larger than the telescope field of view, a beam expander was in- 
serted in the optical path between the laser and the folding mirror. 

This served to reduce the beam divergence to roughly 0.1 mrad. Laser 
tuning was monitored by examining the scattering of the laser output 
in a grating spectrometer (for rough tuning) and in a sodium cell (for 
fine tuning to the sodium D2 line). A fiber optic cable was used to 
couple the laser output to these instruments. 

The position of the telescope was computer controlled and therefore 
the telescope was easily and rapidly positioned at the desired azimuth 



and elevation angles. The range of permissible angles was rather re- 
stricted, however, by mechanical considerations related to the laser 
head. The azimuth angle could be varied by only 70° or 80°. It was not 
possible to move the telescope past zenith. Steerable measurements were 
initially attempted on the evening of June 8-9, 1981. The telescope 
was scanned between three points; point A (azimuth=277° , elevation=90° ) , 
point B (azimuth=277° , elevation=70°) , and point C (azimuth=307° , eleva- 
tion=70°) . A greater horizontal separation was achieved in later ob- 
servations of the sodium layer. In order to examine 3 points which were 
equally spaced horizontally, the observations alternated between zenith 
measurements and measurements at an elevation angle of 60° while the 
azimuth angle was varied by 60°. Observations of sodium density at the 
increased horizontal spacing were made on June 17-18, 1981. Within the 
mechanical constraints mentioned above, an attempt was made to select 
points over sparsely populated regions in order to avoid areas where 
sodium vapor lights were used in large numbers. It should be noted 
that because data were gathered at depressed elevation angles, the 
horizontal separation of the observed points was a function of altitude. 
For the data collected on June 17-18, 1981, the observation points were 
separated by 50 km at an altitude of 100 km whereas at an altitude of 
80 km the separation was only 40 km. 

Nine spatial profiles of photocount data were collected on June 8-9, 
1981. Each profile consisted of the integrated returns from 500 laser 
pulses. Because only three photocount profiles were collected at each 
pointing angle, it was not possible to temporally filter the data. Re- 
ceiver range gate and delay times of 3 ys and 60 ys , respectively, were 
utilized at all three pointing angles. The average spatial periodogram 
of three profiles collected at zenith shows large peaks at 0.12 km“^, 

0.17 kra~^, and 0.28 km~^, and indicates that wavelike features are pre- 
sent. The zenith data were processed using a spatial filter with a cut- 
off at 0.4 km“^. 

Because of poor weather, additional data could not be collected 
until June 17-18, 1981. On this evening, a series of 81 spatial pro- 
files were collected. Each spatial profile consisted of the inte- 
grated returns from 500 laser pulses. A 3 ys range gate and a 198 ys 
delay factor were used in obtaining this data. The delay factor was 
chosen to insure that Rayleigh scattering from 30 km as well as sodium 
returns could be received as the elevation angle was varied from 90° 
to 60°. The integration time for each profile was approximately 2 
minutes and a profile was obtained every 4 minutes. Thus, 12 minutes 
separated profiles collected at the same pointing angle. To Insure that 
no temporal variations in sodium density were inadvertently removed, 
a temporal filter cutoff at 0.033 min“^ was chosen and applied to the 
data collected at all three pointing angles. Figure 1 shows the tem- 
poral variations in sodium density associated with the zenith measure- 
ment . 


In October, additional measurements were made at Goddard Space 
Flight Center by upgrading the receiving system computer to permit 
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azimuthal scanning of the telescope. Measurements were obtained by- 
pointing the telescope 30° off zenith and repeatedly scanning over a 
range of 60° in azimuth in 1° or 2° increments. The 60° azimuthal 
scan required approximately 15 min to complete. Over 3,000 profiles 
were collected in 3 separate nights of operation revealing information 
on the horizontal structure of the sodium layer. Pre-sunrise enhance- 
ment of the column abundance of more than 100% was observed, corrobor- 
ating earlier measurements at Goddard in June and at Urbana in Spring 
1981. This enhancement is believed to be associated with an increased 
influx of meteoric material. 


TABLE 1 

Steerable Lidar System Parameters 
LASER 


Type 

Output Energy 

Pulse Repetition Frequency 

Pulse Width 

Wavelength 

Llnewidth 

Beam Divergence 


Tunable Flashlamp Pumped Dye Laser 

50 mJ/pulse 

10 Hz 

2 ys FWHM 

589.0 nm 

1 pm FWHM 

1 mrad 


GSFC TELESCOPE 


Type 

Diameter 
Bandwidth 
Field- 0 f- view 
Elevation Angle 
Azimuthal Range 
Azimuthal Scan Time 


Cassegrain System, f/25 at Coude Focus 
1.22 m 
5 nm FWHM 
100 yrad 
60° 

60° 

15 min/60° 



ALTITUDE (km) ALTITUDE (km) 



TIME (EDST) 



TIME (EDST) 


2 1. Altitude profiles of sodium density observed at the Godda 
Space Flight Center on June 17-18, 1981. The spatial and 
temporal filter cutoffs were 0.4 km“^- and 0.033 min“^ res] 
ively. Profiles are plotted at 12 minute intervals. 
Interpolated profiles are indicated by dashed curves. 


BALLOONBORNE LIDAR FOR DENSITY MEASUREMENTS 


D.E. Bedo, K.S.W. ' Champion and R.A. Swirbalus 
Air Force Geophysics Laboratory 
Hanscom AFB, MA, 01731 


At the present time our balloon measurements emphasize the de- 
termination of molecular density and superimposed aerosol con- 
centrations within 40 km of the balloon using simple 
Rayleigh/Mie backscattering with a two- or three-color lidar. 
Planned extensions of this system include adding the capability 
for DIAL measurements of atmospheric pressure, temperature, 
moisture content and density at low altitudes. 

The transmitter section of the balloon lidar consists of a 
Nd:YAG laser, doubled and tripled, with power levels of 700, 

150 and 30 mJ at the emitted wavelengths of 1064, 532, and 355 
nm. Throughout the balloon flight the laser remains oriented 
horizontally and pointing mirrors allow backscatter observations 
to be made vertically earthward, horizontally and upward at a 
35® zenith angle over a 40-km range interval (150-m resolution) 
within selected altitude segments throughout the flight path. 
Maximum altitude attainable with the 2400-pound payload is about 
35 km. The receiver portion of the lidar includes a 50-cm 
collector, beam splitters, filters and photomultipliers. Sig- 
nals at each of three gain levels are taken from each multiplier 
and digitized by transient A/D convertors for transmission, to- 
gether with housekeeping data, over a 250 kbit/sec telemetry 
link, A telemetry frame containing a complete data subset is 
transmitted for each laser pulse at the firing rate of 10 pps. 
Thermal control is provided by a liquid cooling system, two 
large-surface radiators and auxiliary heaters. 

Nighttime simulations of backscatter signal levels at 1064 and 
355 nm and their translation, based upon a Lowtran 3B model, into 
error limits In the determination of molecular density have been 
carried out^ for a balloon flight of the type described. Results 
of the error analysis, showing expected errors as a function of 
altitude, for the nadir viewing configuration are shown in Fig. 
1, Three values have been assumed for the uncertainty in the 
correction of the 355-nm signal for the aerosol scattering as de- 
termined at 1064 nm, namely, for 0%, 50% and 100% uncertainties 
in the backscatter ratio. In general, the Figure shows that 
reasonable multiple-shot averages can be expected to yield den- 
sity values accurate to the order of 5% for a balloon lidar at 40 
km altitude viewing earthward, A more recent simulation^ appli- 
cable to a satellite lidar and based upon somewhat different aero 
sol models derived from recent particle data leads, when scaled, 
to results similar to those shown in Fig. 1 but with improved 
projected accuracies, approximately 1%, 



% ERROR IN DENSITY 
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Fig. 1. The error in determining density with a two wavelength lidar 
(1064 and 355 nm) from a balloon at 40 km (from Ref. 1). 










TEMPERATURE MEASUREMENTS IN THE TROPOSPHERE AND 
LOWER STRATOSPHERE USING A DUAL WAVELENGTH LIDAR 

J. LEFRERE, G. MEGIE 
Service d ' Aeronomie du CNRS - BP 3 
91370 - VERRltos-LE -BUIS SON - FRANCE 


Atmospheric temperature determination in the upper strato- 
sphere and lower mesosphere (30 - 70 km) , as derived from the single 
wavelength lidar measured atmospheric density profile, is now conduc- 
ted on a routine basis using a ground based system at the Haute Pro- 
vence Observatory (44°N, 5®E) (ref. 1). To extend these measurements 
to the lower altitude range and down to the tropopause level, the 
aerosol scattering contribution to the return signal should be sub- 
tracted. This implies the use of a mult iwave length lidar in order to 
take advantage of the differential spectral variation of the Rayleigh; 
and Mie backscattering coefficients. The main difficulty of the expe- 
riment lies in the achievable accuracy on the neutral density profile 
required to obtain a temperature measurement of geophysical interest. 
Whereas the statistical error on the backscattered signal can be re- 
duced below 0,1 %, the data reduction and density to temperature 
conversion will not allow a determination of the temperature profile 
with an accuracy better than IK which will prevent the study of 
short term fluctuations in this temperature distribution induced by 
the existence of organized or turbulent motions in the atmosphere. 

In conducting the temperature measurement described hereafter the 
main objective was to determine its feasibility using a ground based 
system. However the principal interest of such a measurement is rela- 
ted to the advent of a space borne system as it will provide tempera- 
ture determination in such areas where the global rawinsonde network 
does not allow any measurement (oceans, deserts...) (ref. 2). 

To determine the optimum wavelength pair to conduct these 
measurements among the various laser emission wavelengths avalaible 
at the Haute Provence Observatory lidar facility, a theoretical opti- 
misation procedure has been conducted : taking into account the 
overall system efficiency and the sensibility to incertitudes in the 
nature and shape of the aerosol particles this led to the choice of 
the second (532 nm) and third (355 nm) harmonics of the Nd^'*’ Yag 
laser (ref. 3). The output laser energies at these wavelengths are 
respectively 350 mJ and 120 mJ. A 36 cm telescope is used to collect 
the backscattered signal which is time-analysed using either a Bio- 
mation 1010 transient waveform recorder or a 256 channels photon 
counter. The whole experimental sequence is computer controlled using 
a PDP 11/34 mini -computer, so that the switching between the two emit- 
ted wavelengths which is made every 5 to 10 seconds avoids addition- 
al errors due to the fluctuation of the scattering medium. The algo- 
rithm used to derive the atmospheric density from the two lidar 


signals is similar to the one first 
proposed by P.B. RUSSEL et al . 

(ref. 4) for space-borne applications. 

The figure I shows an exam- 
ple of scattering ratios measured at 
532 nm and 355 nm respectively . Their 
constant relationship confirms the 
homogeneity in terms of nature and 
shape of the aerosol particles through- 
out the probed altitude range, 
except for a thin layer at 1 1 km 
altitude which might be attributed to 
cirrus clouds. These are common fea- 
tures around the tropopause level ; 
due to their large temporal and spa- 
tial variabilities they constitute a 
major drawback for lidar density 
measurements as their contribution 
to the backscattered signal is dif- 

- _ _ ficult to evaluate. Taking into ac- 

Scattenns j=!a*io , . , , , ^ , 

count their rather small vertical 

Fig. 1 extension the best procedure will be 

to extrapolate the data through this 
layer, though the temperature determination at lower altitude could 
be affected by the error propagation due to the integration of the 
vertical density profile. One has also to notice that the measured 
scattering ratios in the stratosphere are large : this situation 
which limits the accuracy of the measurement 'has been encountered 
during the past two years due to the enhancement of the volcanic acti- 
vity in the middle latitude regions of the Northern hemisphere. 

The figure 2 shows a vertical temperature profile deter- 
mined from the lidar sounding within a 10 minutes integration time. 

The comparison with the rawinsonde measured values at the same loca- 
tion shows a rather good qualitative agreement whereas deviations up 
to 2K to 3K are observed at those altitudes where the aerosol content 
is large. The localisation of the tropopause level can be determined 
from the lidar profile with an accuracy of 200 m which corresponds 
to the altitude resolution of the system. 

As a conclusion to these tentative measurements made 
during a period of relatively high aerosol loading of the strato- 
sphere, the determination of the temperature profile at the tropo- 
pause level using a dual wavelength lidar can be considered as fea- 
sible as far as the required accuracy does not exceed IK to 2K. The 
localisation of the static tropopause level, which might be of value 
for the study of the troposphere-stratosphere exchanges on a global 
scale, can be made within 100 to 200 m. 
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Fig. 2 
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ADVANCED NEAR IR LIDAR FOR METEOROLOGICAL REMOTE SENSING 
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An advanced ground-based and aircraft lidar system has been 
designed and constructed for making differential absorption profile 
measurements of pressure and temperature. The high accuracy required 
for these measurements necessitates a high resolution laser system and 
a capability for accurately measuring the laser line profile. In addi- 
tion, the requirements for aircraft operation provide an incentive for 
the development of a solid state laser system. The system we will 
describe could also be used to measure atmospheric density, humidity, 
and aerosols. 

We have developed a dual wavelength lidar system (figure 1) which 
utilizes as the transmitted laser pair two ruby pximped dye lasers, or a 
solid state Alexandrite laser with a single ruby pumped dye laser. In 
the former configuration, a high resolution dye laser is used for the 
on-line measurements which is tuned to a particular resonant absorption 
feature. It has a spectral bandwidth capability of better than 0.01 
cm“^ and is tunable from 720 to 770 nm using a grazing incidence holo- 
graphic grating and a single intracavity etalon. A medium resolution 
dye laser is used for the off-line reference measurement since this 
channel does not require the high resolution needed for the study of 
resonant absorption features. Its bandwidth is as narrow as 0.03 cm“^ 
and has the same tunability as the high resolution lasers. Both have 
nominal pulse widths of 40 nsec and a one Hertz repetition rate as 
dictated by the ruby pump laser. The pulse energies are approximately 
350 mJ for the high resolution laser and 100 raJ for the medium resolution 
laser. The Alexandrite laser operates with high resolution and can be 
used in place of either of the two dye lasers. Its characteristics are 
described in a later paragraph. 

As shown in figure 1, the system includes provisions for monitoring 
the laser energies and the detailed spectral characteristics of the on- 
line laser output. Adjustable beam expanders are used to match the 
divergence of the two laser beams and a prism polarizer is used to 
coaxially transmit the orthogonally polarized beams. A quarter wave 
plate produces circularly polarized radiation to reduce systematic 
errors induced by any sensitivity to polarization. The laser beams are 
transmitted coaxially with the receiver telescope axis using a mirror 
located on the back of the telescope secondary. The energy backscattered 
from the atmosphere is collected with a 45 cm diameter Newtonian r/4.5 
telescope with a 10 0 ]jrad minimum field of view. 

Interference filters with bandwidths as narrow as 1 nra can be used 
for daytime measurements. The on-line and off-line laser pulses are 
separated in time so that a single detector/receiver channel may be used 
to observe both wavelengths. The temporal separation is adjustable from 
100 lisec to 1 sec, but nominal separations of 100 ysec will be used to 
reduce uncorrelated noise in the return signals due to atmospheric 
scattering properties changing between the on and off line soundings. 

Two photomultipliers are used to increase the system dynamic range by 



splitting off a small portion of the return signal to a medium gain tube 
to observe near field returns and sending the majority of the energy to 
a high gain tube to observe far field returns. Each t\abe is gated on 
only during its respective observation period. The times or altitudes 
at which the PMT's are turned on and off are real-time adjustable param- 
eters so the operator can adjust for changing atmospheric conditions. 

CAMAC standard instrumentation is used in the data system. Ten bit, 

20 MHz A/D converters which were designed in-house are used to digitize 
the PMT signals and the raw data are recorded on magnetic tape for post 
analysis. An LSI 11/23 microprocessor controls system functions and 
monitors all operator adjustable parameters in real time. These param- 
eters are recorded along with the digitized lidar returns, data from 
the energy and spectral monitors, ground truth data, and housekeeping 
information. 

Synthetic Alexandrite crystal is a relatively new laser material 
developed by Allied Corporation.^'^ The Alexandrite laser combines 
advantages of solid state and dye laser systems. It has the broad 
tunability and high resolution of dye lasers, the efficiency and energy 
storage characteristics of NdiYAG, and is Q-switchable. The Alexandrite 
laser in our system was developed particularly for our application. It 
is continuously tunable from 730-790 nm and it can be used to measure 
the broad range of meteorological parameters mentioned earlier. It has a 
resolution of better than 0.02 cm“^, pulse energies of 100 mJ, pulse 
widths of 130 nsec and a 10 Hz maximum repetition rate. The spectral 
narrowing and tuning elements are a birefrigent filter and two etalons, 
one of which is temperature tuned. We are now setting up the spectral 
instrumentation necessary to make high resolution measurements of the 
laser line shape, bandwidth and frequency stability to accuracies of 10~^ 
cm“^, and will report on the results of these measurements. 

In order to make routine measurements of the spectral characteristics 
of the on-line laser output, a ruggedized, advanced laser spectral wave- 
meter is being developed for our system by personnel at the University of 
Maryland. The basic design utilizes two Fizeau etalons and scanning 
diode arrays. One etalon measures the absolute wavelength to 0.01 cm~^ . 
The other will provide the capability to analyze detailed spectral 
characteristics to 0.001 cm“^ resolution. This information will be 
transmitted to the lidar data system for each laser pulse so the lidar 
data can be analyzed and corrected for finite laser bandwidth effects. 

The theory and method of analysis for this problem will be presented in 
a separate paper at this Conference. 

Simulations of the performance of our ground-based system for 
temperature profiling using the ^P27 line of the oxygen A band are 
shown in figure 2. The lidar parameters are: a laser pulse energy of 

0.1 J, a lidar spectral bandwidth of 0.02 cm"^, a telescope area of 
0.2 m^, a receiver f ield-of-view of 0.3 mrad, an optical efficiency of 
0.5, a quantum efficiency of 0.24, and a detection bandwidth of 1 nm. 

Noise sources considered included photon statistics, daytime background 
levels, and a 1% signal processing error for each layer. The results 
given are for a 500 shot average which corresponds to a measurement time 
of 50 seconds. As shown, accuracies generally better than 1 K can be 
obtained with 200 and 500 m vertical resolution. 

A measurement program is now underway with the system described 
here. Initially, ground-based measurements will be made of vertical 



pressure and temperature profiles. Later this year, the system will be 
flown in the NASA Lockheed Electra multi-user lidar facility, and will 
measure pressure and temperature profiles from the ground up through most 
of the troposphere. In addition, surface pressure will be measured or, 
in the presence of clouds, cloud top pressure heights. The modular 
nature of the system will allow quick and easy breakdown and setup so that 
the system can be moved from the laboratory to the aircraft and back 
with minimum effort. Future development efforts will be made to make 
the system as reliable, compact and efficient as possible with turnkey 
operation and a real-time data reduction capability. 
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Figure 1. Lidar system layout. Main features include two ruby pumped 

dye lasers, Alexandrite laser, 45 cm diameter telescope, micro- 
jirocsssor controller and data system. 
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Figure 2. Performance simulations of ground-based lidar system for temper- 
ature profiling using the ^P27 line of the oxygen A band. The 
solid curves include only signal shot noise/ the dashed curves 
include all noise sovirces. 
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Abstract 


We have studied the effects of 
ambient temperature and humidity on 
laser beam absorption by atmospheric 
water vapor. A krypton ion laser pump- 
ed CW dye laser (Coherent model 599) 
with a ~lMHz bandwidth was tuned to 
selected water vapor vibrational absorp- 
tion lines near 7200 A, A second dye 
laser (Coherent model 595) was used 
concurrently for normalization of fluc- 
tuations in transmittance due to turbu- 
lence. Transmission over a 2km outdoor 
folded path to a 30" Cassegrain re- 
ceiver was monitored as a function of 
psychrometer , thermometer and barometer 
readings for absorption lines of various 
ground state rotational energies (fig. 1) . 

This measurement incorporates 
characteristics of previous 
investigations, one performed by 
Endemann and Byer^ and the other by 
Kalshoven et al.^ As described by 
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Figure 1. Experimental Arrangement 
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Mason^ , the Boltzmann factor temperature dependence of the ground state 
rotational level populations can measureably affect the line center absorption 
line strengths. In particular, for water vapor the following approximate 
relation is used: 

T = ln(l/lo) = L OqP (T/To)- 88 p-1 q) 

where L = Path length 

I = Measured intensity with laser tuned to absorption line 
Iq = Measured background intensity with laser tuned away from 
absorption line 

Oq = Absorption cross section at Tq 
p = Water vapor number density 
T = Ambient temperature 

Tq = Reference temperature (296 K usually) 

P = Ambient pressure 
E = Ground state rotational energy 
K = Boltzmann constant 

For intensity measurements and I 2 on two lines of differing ground 
state energies Ej^ and E 2 we have from (1): 


ln{ln(Ii/lo)/ln(l2/lo)} = C + (E2 -Ei^)/KT (2) 


T(t:) 
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where C is a constant which depends upon the individual absorption cross 
sections, oj and 02 * We have verified the applicability of (1) and (2) 
to an outdoor measurement and have determined 02 and C for a particular 
pair of lines. Most of our measurements were made on the lines at 13602.631 
cm“l (J=9, E=920.169 cm“^) and 13650.017 cm“l (J=l, E=42.372 cm“l) over a 15°C 
temperature range. Figure 2 is an experimental plot of the left hand side of 
equation (2) verses the right with a linear fit exhibiting the expected slope 
of -1 . 


This experiment demonstrates the feasibility of using water vapor lines 
in this vibrational band for remote measurements of temperature and humidity. 
For various reasons, such as increased Mie backscatter, availability of laser 
sources, proximity to O 2 lines and a wide range of easily resolved lines to 
choose from, this region of the spectrum is an attractive candidate for a 
single ended DIAL backscatter measurement of temperature and humidity. 
Suggestions for upgrading the technique will be discussed. 

This experiment was carried out at the NASA/Goddard Optical Research 
Facility thanks to the generosity and cooperation of C,L. Korb, 

J, Kalshoven, and G. Schwemmer. 
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WATER VAPOR MEASUREMENTS BY USING A FAST-TUNING DIAL SYSTEM 
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Beijing, China 

A computer-equipped fast-tuning DIAL system for water vapor 
measurement is developed, in which the ruby laser emits two pulses 
in every fire with one pulse on-line and the other off-line. 

Unexpected large fluctuations always exist in the ratio of the 
on-line and off-line lidar return signals in a single fire, though 
they can be reduced by averaging over several fires. We cannot 
attribute these fluctuations to the wavelength or time dependence 
of the aerosol properties because the wavelength difference of the 
two pulses is only 0.08 nm and the time intervals between them 
never exceed 0.3 ms. Neither can we interpret these fluctuations 
as results of noise or measurement errors. In addition, the 
fluctuation patterns often last for several minutes with certain 
range shifts. We expect to extract some new information from them. 

Water vapor measurement results related to meteorological 
conditions are also analyzed in this paper. 


REMOTE MEASUREMENTS OF TROPOSPHERIC 
WATER VAPOR WITH AN AIRBORNE DIAL SYSTEM 

A. F. Carter, E. V. Browell, C. F. Butler^, M. N. Mayo^, 
W. M. Hall, T. D, Wilkerson^, and J. H. Siviter, Jr. 

NASA Langley Research Center 
Hampton, VA 23665 


This paper discusses recent measurements of water-vapor profiles in the 
lower troposphere which have been made with the NASA Langley Airborne 
Differential Absorption Lidar (DIAL) System. Measurements were made in the 
vicinity of NASA Langley Research Center and compared with in-situ data 
obtained from a locally launched radiosonde and with DIAL water-vapor 
measurement simulations. Remote measurements of water-vapor profiles such 
as those described in this paper are important for investigations of latent 
heat flux, air-mass modification over bodies of water, water-vapor transport 
into the stratosphere, and initialization conditions for weather forecast 
models. 

The airborne DIAL system has been previously described in reference 1 
and will only be briefly reviewed here. Two frequency-doubled Nd:YAG lasers 
are used to pump two independently tunable, high-conversion-efficiency dye 
lasers tuned in the near IR from 720 to 730 nm. The operational parameters 
for the DIAL system when measuring water vapor are given in table 1. A 
high-resolution frequency control system provided by M. L. Chanin of the 
CNRS, Verrieres le Buisson, France, maintains the "on-line" dye laser tuning 
coincident with the chosen water-vapor absorption line to within 0.3 pm. 

The 35-cm receiver system is optimized for water-vapor measurements by using 
photomultiplier tubes with enhanced response in the 720 nm region and by 
appropriate narrow-band interference filters. Initial ground preparation 
tests with the airborne DIAL system consisted of linewidth measurements of 
the dye laser. Water-vapor absorption measurements were then made in the 
zenith mode and in horizontal range tests over a 2-km distance to determine 
the appropriate effective absorption coefficients. The dye laser linewidth 
was determined to be approximately 25 mA. This was determined from 
interferometric measurements made in conjunction with an optical multi- 
channel analyzer and also from the reticon display on the wavelength 
control unit. Results from the vertical and horizontal water-vapor 
absorption measurements using the 723.22-nm absorption line gave an 
effective absorption cross section of 15.5 X 10“ ^ cm^. This corresponds to 
83 percent of the expected cross section. The correlative measurements were 
made by a locally launched radiosonde for the vertical data and by a 
thermometer and psychometer for the horizontal range test. 

The first high-spatial- resolution airborne DIAL water-vapor measure- 
ments were made in November 1981. The flights were made in the vicinity of 


^Old Dominion University Research Foundation, Norfolk, Virginia. 
gKentron Corporation, Hampton, Virginia. 

^University of Maryland, College Park, Maryland. 
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Langley Research Center where radiosondes were launched to provide correla- 
tive water-vapor profiles. A comparison is shown in figure 1 of a series of 
measured water-vapor profiles and the correlative radiosonde data. The 
average of 200 DIAL measurements represents a horizontal resolution of about 
4 km. The radiosonde data and the lidar data taken over Langley show 
agreement within the standard deviation of the DIAL data except in the 
region from 1500 to 2250 m altitude. The other water-vapor profiles were 
taken at 2-minute intervals as the aircraft proceeded upwind to 
Williamsburg, Virginia. These profiles show considerable horizontal 
inhomogeneity along the 20-km flight path. Aerosol data, taken simulta- 
neously with the water-vapor data and also shown in figure 1, show changes 
in the vertical aerosol distribution for each of the water-vapor profiles. 
The horizontal inhomogeneity is not unexpected, as the measurements were 
made in the vicinity of a cold front. These water-vapor measurements, as 
well as other water-vapor data obtained during both day and night flights, 
will be discussed and compared with simulations. 

In summary, airborne DIAL watei — vapor profile measurements have been 
made in the lower troposphere and good correlations with radiosonde data 
obtained. These measurements demonstrated that an airborne water-vapor DIAL 
system can be used to conduct a broad range of atmospheric investigations. 
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Table 1: Airborne H 2 O DIAL System Characteristics 

Transmitter: Two Pump Lasers — Quantel Model 482 

Pulse Energy — 350 mJ at 532 nm 
Repetition Rate — 10 Hz 
Pulse Length — 15 ns 
Two Dye Lasers -- Jobin Yvon Model HP-HR 

Output Energy -- 63 mJ (18% Conv, Eff.) at 720 nm 
Beam Divergence — 0.2 X 0.6 mrad 
Linewidth — < 3 pm 

Laser Transmitted Energy — 50 mJ at 720 mn 
Time Separation Between Aqh and Aoff — 100 ys 

Receiver: Area of Receiver — 0.086m^ 

Receiver Bandwidth — 0.5 nm 
Receiver Efficiency to PMT - 29% 

Photomultiplier Type — RCA Model 7265 with ERMA III 
Photocathode (Quantum Efficiency — 4.8% at 720 nm) 
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ALTITUDE 


200 SHOT AVE./PHOF-ILE 
210 m RANGE CELL 
3760m AIRCRAFT ALT. 




DIAL AEROSOL PROFILES 


Figure 1: Airborne DIAL sequential water- vapor profiles obtained on 

November 6, 1981, between Hampton and Williamsburg, Virginia. 
The water-vapor profiles are offset by 2 ppt, and the sequential 
aerosol displays (150 m/vertical div.) correspond to the 
sequential water- vapor profiles. 
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1 - Introduction 


Besides the potentiality of the DIAL method at 0.72 ym to monitor 
tropospheric water vapor up to 7-9 km(^), one of the most attractive 
features of this method is the simultaneous measurement of water vapor 
and particle content with high time and vertical resolutions. The cor- 
relation between water vapor and particle behaviours leads to studies 
of pertubative effects of cloud formation or determination of mass 
transfer coefficient in the mixing layer (^). Unfortunately in this al- 
titude region, the absolute humidity as well as the particle content 
vary rapidly from one site to another. It is therefore necessary to 
adapt the choice of the absorption transition to the actual humidity 
and to account for the specific particle distribution. 

Then to confirm the adopted measurement methodology we have organi- 
zed a comparison campaign between water vapor lidar soundings, radio- 
soundings and 1.06 ym lidar soundings at Aurillac, France (45'’N, 3°E) 
where the observed absolute humidity is high. Here we present the results 
relative to the measurement validity lidar soundings at two different 
wavelengths leading to spectroscopic calibrations and influence of tem- 
poral particle variations on water vapor profile accuracy. 

2 - Generalities 


The measured quantity by the DIAL method is the local optical thick- 
ness Atjj(^). To derive the expression of A-i^ the usual assumptions have 
been maae : negligible spectral variations of the scattering medium 
between Aq[^ and Agpp (Aqi^j - Agpp o. 0.05 nm), no absorption at AQpp (dis- 
crete absorption line), quasi -monochromaticity of the laser transmitter 
with respect to the absorption linewidth (laser 1 inewidth/ absorption 
linewidth 'v0.2)(^) . 

Due to the pressure-temperature dependence (via altitude dependence) 
of Atjj,, the measured quantity is the water vapor mixing ratio provi- 
ded that the lowest rotational energy level E" is 'v. 330 cm-^(^). 



Combining this criterion with the optimization criterion of the DIAL 
method, 1.1 integrated optical thickness between 0 and 3)(‘*)» 
the suitable absorption lines for tropospheric measurements are = 
723.2 nm for the upper troposphere and ^ 724.3 nm for the first 
hundred meters of the atmosphere. 

The lidar system is basically the same as described elsewhere (M- 
The main improvements to increase the system operational ity are the 
total electrical decoupling of the active source and the controlling 
and processing electronics by means of optical fibers, the change of 
telescope (dioptric telescope with Fresnel lenses, 0 = 38 cm), and a 
precalibrated absolute positioning of the tuning element of the laser 
cavity associated with the multibeam Fizeau interferometer servo-loop 
device for wavelength positioning and switching (0.1 Hz). 

3 - Comparison with radiosoundings - Spectroscopic measurements 




Fig.l : Comparison LIDAR Fig. 2 : Comparison LIDAR 

radiosounding at = 723. 2nm radiosounding at = 724. 3nm 

- In the altitude region between 600m and 3000m, we show the compari- 
son of laser soundings at Aqn = 723.2 nm with simultaneous radiosoun- 
dings (Fig.l). The time acquisition of the two methods is comparable 
('\. lOmn), the vertical resolution is 15 m, the accuracy better than 
i5%. The agreement between the two profiles is good. Note that the two 
profiles exhibit a noticeable decrease of humidity at the top of the 
mixing layer the altitude of which is determined both by the temperature 
inversion measured by radiosounding and lidar measurements of particle 
content (Fig.l). 

- For neasurements in the first hundred meters of the atmosphere (0-600m) 
we use another transition, Aqm = 724.3 nm (the associated absorption 
cross section is higher). The comparison between laser soundings and 
radiosoundings is shown on Fig. 2. 



We note a systematic discrepancy (M0%) at any altitude levels be- 
tween the two profiles, a discrepancy which has been confirmed by several 
soundings. The good agreement between laser soundings and radiosoun- 
dings at XQfg = 723.2 nm demonstrates that there is no bias due to the 
lidar system. This discrepancy was then attributed to the adopted value 
of the absorption cross section o at Xqn = 724.3 nm (a = 910“^^ cm^ 
at S.T.P.)(5). Therefore we have performed absolute humidity measure- 
ments with the laser system by means of a multipass cell (measurement 
of the ratio input energy/output energy). This ratio is averaged over 
100 shots and the standard deviation is calculated from several series 
of 100 shots at a given wavelength controlled by the interferometric 
device. The equivalent path L = 450 * 15m of the multipass cell was 
exactly measured by means of a photomultiplier tube and a fast oscillo- 
scope triggered by the laser pulse entering the cell. This procedure 
enables us to verify that the measured output energy corresponds to 
the light which has traveled exactly through the equivalent path. 

The measured values at the two wavelengths (Xq|^ = 724.3 nm, Xqj. = 
723.2 nm) are reported in table 1 where corrections have been made i 
to account for the departure of T, p from S.T.P. for which cross sec- 
tions are given (T = 292 ± 0.5 K, p = 954 ± 10 mb, U = 60 ± 5 % - classi- 
cal instruments plus radiosonde). 



Aqi^ = 724.3 nm 

^ON “ 723.2 nm 

reference 

number density 
10^^ cm- 3 

2.15 t O’.OS 

3.17 ! 0.12 

3.32 i 0.17 


Table 1 


Good agreement is obtained between the measured humidity at Xqn = 
723.2 nm and the reference value for soundings, while at Aqm = 724.3 nm 
the discrepancy is '^^35%, a value comparable with the observed discrep- 
ancy for atmospheric measurements (^40%). A similar discrepancy ('^^20%) 
appears between the measured and theoretically deduced linestrength of 
this transition (C.Camy-Peyret and J.M. Flaud, private communication). 
Complementary spectroscopic measurements are needed. 


4 “ Elim ination of the temporal variations of the aerosol content 

To determine exactly the assumption of the correct elimination 
of the temporal variations of the scattering medium between the sequen- 
tially emitted pulses at Xqn and Aqff due to atmospheric transport is 
necessary. The short scale fluctuations are supposed to be random and 
to vanish on averaging. 


We have compared successive water vapor profiles corresponding to a 
rather large acquisition time (10 min) recorded between 0-600 m where the 
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aerosol content is high. The aerosol variations are monitored with the 
1.06 ym lidar with a time resolution of 1 min. 




Fig. 4 : Observed temporal par- 
ticle variations 


While the aerosol content rapidly varies, we observe no significant 
variation of the water vapor profiles which are quite comparable with 
th'e radiosounding profile recorded simultaneously (Fig. 3, 4). 

The adopted switching time (0.1 Hz) is short enough to take into ac- 
count the modification of the backscatteri ng medium though in the imme- 
diate vicinity of a cloud the simultaneous emission of the two wave- 
lengths is probably required. 


5 - Conclusion 


The results obtained during this campaign demonstrate (1) the oper- 
ational ity of the lidar system leading to the development of a mobile lidar 
as required by our agency, (2) the necessity of complementary spectroscopic 
measurements, and (3) the validity of the DIAL method to determine both 
v/ater vapor profiles and aerosol content, confirming its potentiality to 
deliver input data for meteorological studies such as transport and diffu- 
sion modeling. 
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BOUNDARY -LAYER SOUNDING OF HUMIDITY 
AND AEROSOLS DSING RAMAN LIDAR 


D. RENAUT, C. BRUN 

hicutionatz, EERM, 78470 St-Rmy-tz&-Chz\)n.zvif>Zf FRANCE 

R. CAPITINI 

Comm^6CifLicut h. VEneJiQ'iz Atomlquz, CEM Sadtay, V?C, FRANCE 


SUMMARY 

Tkl6 pcLpeA. pn. 2 AiZYit& ^omz A.zMiJiZ{> 0 ^ an zxpznAmzvvtaJi pAog^am zonduztzd to zkzzk thz 
po^4itbttttlz6 0 '^ thz Raman Ztda/i boandoAy-taydL ^tacUzs, WateA vapoK and 
azAoi,ot p^o{^ttoJi afiz mzouauAzd Mtthtn a fiangz o{, 3 kttomztz/L& , Two Raman Jitda/i 
-&yAtem6 axz zmptoyzd: thz itfvst onz zmttfi at 347 nm; at thl& wavztzngth, Raman 
dztzction ta po^stbZz only at ntghtttmz. Thz szzond onz mtt(> at 266 nm; tn thti 
"6oloA-bltnd" ponXton oi thz -ipzat/Lum, Raman signals can al6o bz mza&uAzd duAlng 
dayttmz. 

NIGHTTIME MEASUREMENTS 

The water vapor mixing ratio r(z) is obtained by ratioing the H2O and N2 Raman 
signals ; 

r(z) = k-2 • S (H 20 ,z) /S (N2 /Z) 

where the constant kj is determined by comparison with in situ measurements. Once 
the feasibility of the method was shown ( 1 ) , a Raman lidar was designed at the EERM 
Center for meteorological use. The laser is a doubled-frequency ruby laser and the 
receiver is equipped with a double-path focal assembly in order to avoid errors due 
to temporal variations in atmospheric transmittance. Table I gives the technical 
specifications of the lidar and the equipment is fully described in ( 2 ) . Alter- 
nately, the profile of the aerosol scattering ratio Rd is measured using the 
Rayleigh-Mie and the N2 Raman signal: 

Rd(z) = k2 * S(RM,z)/S(N2,z) 

The constant k2 is determined in very clear air, assuming that aerosol scattering 
is negligible. The two parameters r and Rd are measured at nighttime, and the 
experimental performances are summarized in table II. The self-consistency of the 
measurements has been verified by successive vertical soundings in stable conditions 
and by scans. 

PAi'TIME MEASUREMENTS 


More recently, it was decided to extend the Raman measurements to daytime by means 
of a UV solar blind lidar. In the solar blind portion of the spectrum, boundary- 
layer ozone loading is large enough to produce a notable attenuation of UV light; 
moreover, this absorption is strongly wavelength-dependent and has to be taken into 
account. The water vapor mixing ratio is determined with the help of the three 
Raman signals for O2 / N2/ H2O ( 3 ): 

r(z) = k3 • [s(H 20 ,z)/S(N 2 ,z)] • [s (O2 , z) /S (N2 , z) 


where y = ratio of the ozone differential absorp- 

tion cross sections. The constant k3 is measured by comparison with in situ 
measurements. The UV Raman lidar was designed by the CEA for pollution measurements 
( 4 ) . The laser is a quadrupled- frequency YAG laser and the receiver is equipped 
with a monochromator. Table I gives the technical specifications of the lidar. 
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Qualification of the measurements was made previously using a laser with a slow 
repetition rate (5) . Experiments with a 10 Hz laser began recently; experimental 
performances are siJinmarized in table II. 

EXPERIMEWTAL RESULTS 

A general experiment was conducted in November and December 1981 at the Meteorologie 
Nationals Research Center in order to qualify and compare various boundary-layer 
monitoring systems; it involved the two Raman lidars together with a triple Doppler 
sonar, radio-sounding equipment, wind radar, and ground sensors. Results are now 
under examination. Examples of comparison with radio soundings are shown for the 
347 nm lidar (fig. 1) and the 266 nm lidar (fig. 2) . The daytime lidar elevation 
angle is now limited to 45 degrees, thus limiting its height range to about 1.5 km. 

Preliminary conclusions of the experiment for the lidar measurements are the 
following : 

- For water vapor measurements, the agreement is good between the 347 nm lidar and 
the radio sounding. However, the poor average power of the laser limits the 
accuracy of the lidar measurement. For the daytime lidar, the agreement is 
generally good but some cases of discrepancy have been evidenced. Up to now they 
are attributed to a relative inaccuracy in signal digitizing, to an aerosol 
fluorescence effect in hazy atmospheres and to the sequential measurement of the 
three Raman lines. 

- The aerosol profile (nighttime) gives very useful information on the structure of 
the boundary layer (inversion layers, mixed layers, cloud cover and air masses 
limits) , well correlated to the temperature-hiimidity profile. Daytime measure- 
ments have been tried with a method similar to that for H 2 O determination; good 
retrieval of the aerosol profile is made difficult by the great sensitivity to 
ozone attenuation. 

- The time continuity of the lidar measurements allows one to describe short-lived 
evolutions which are not seen by the conventional sounding. 

- Technical improvements (multicanal detection, signal electronic processing) are 
planned to get a better viability of daytime measurements; beyond, the lidar 
system should be automatic to allow continuous monitoring without human 
intervention . 

(1) J. C. POURNY, D. RENAUT, A. ORSZAG - Applied Optics, vol . 18, 1141 (1979). 

(2) D. RENAUT and others - note technique EERM n° 94 (1981) . 

(3) D. RENAUT, J. C. POURNY, R. CAPITINI - Optics Letters, vol. 5, 233 (1980). 

(4) R. CAPITINI, E. JOOS, D. RENAUT Paper at 3rd lAMAP , lidar session Hambourg (1981). 

(5) D. RENAUT, R. CAPITINI, J. C. POURNY La Meteorologie Vie serie n° 25 (1981). 


42 



TABLE I 

Technical specifications of the two Raman- lidar systems 

EEPM Raman- lidar CEA Rairan-lidar 


lidar configuration 
laser 

laser energy 

laser repetition rate 

telescope 

Optical filter 

Optical bandwidth 
Optical transmission 

PM efficiency 
acquisition system 

processing system 


parallel 

doubled ruby 347 nm 
800 mJ 
1/60 Hz 

Cassegrain 40 cm 

doi±)le path, interfe- 
rence + blocking 
filters 

2 nm 

l%(FM)-9% (N2) 
3%(N2)-16% (H20) 

25% 

biomation 8100 
(8 bits, 2 X 100 ns) 

Intel MDS - 800 


coaxial 

quadnjpled Nd YAG 266nm 
80 mJ 
10 Hz 

Cassegrain ^ 60 cm 

one path, double 
monochromator 

1.8 nm 
15% 

25% 

Tektronix 7612 D 
(8 bits, 2 X 5 ns) 

Tektronix CP 4165 


TABLE II 

Ebroerimental performances for the measurements 


Laser wavelength 
operation 
maximum range 
range resolution 

accuracy 


aerosol 

scattering ratio 


water vapor 
mixing ratio 


347 nm 
night 
3 km 
30 m 


10% at 1.5 km 
20% at 3 km 


347 nm 
night 
3 km. 

30 m at 1 km 

150 m at 2 km 

400 m at 3 km 


266 nm 
day/night 
3 km 
30 m 


10% constant 10% at 1.5 km 


sounding duration 


4 mn 


10 mn 


8 mn 
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RAMAN WATER-VAPOR LIDAR 


M. Z. Hansen, S. H. Melfi, J. D. Spinhirne 
and D* Clem 

NASA/Goddard Space Flight Center, Code 913 
Greenbelt, MD 20771 


One of the most important mechanisms for the transfer of energy from 
the earth's surface to the atmosphere is through latent heat due to 
the evaporation of water from the surface into the atmosphere. This 
transfer process involves highly structured water vapor mixing in the 
boundary layer which requires maximxim observation times of about one 
minute and vertical resolution of 50 meters. A knowledge of this 
structure is needed as input to global climate models and mesoscale 
Severe storm models. 

The objective of this research is to observe the vertical structure 
of water vapor utilizing a high spatial and temporal resolution 
lidar. The ultimate goal is to develop an improved parameterization 
scheme for water-vapor fluxes in the boundary layer. 

An evaluation of the two most promising lidar methods for remote 
water vapor measurements (Raman and differential absorption) was per- 
formed. Analyses show that when short range, high spatial resolution 
measurements of reasonably high concentration molecular species are 
required (as for water-vapor measurements in the boundary layer), 
the Raman lidar technique is preferred (Fig. 1). This is particular- 
ly true of nighttime measurements when the background levels are 
low. 

Based on the theoretical evaluation, construction of a Raman lidar 
system was undertaken. Due to the difficulty of the measurement, a 
powerful transmitter and a large receiver were required. The major 
area of hardware improvement in recent years has been the laser 
technology, where reliability and power have greatly increased. 
Details of the equipment are presented in Table I. The system was 
installed in a trailer to make it mobile. Presently, the lidar is 
undergoing initial testing. The results of these first measurements 
will be presented. Future plans include taking the equipment to the 
Eastern coast for marine boundary-layer water-vapor measurements. 



TABLE I.- LIDAR CHARACTERISTICS 


Transmitter 


laser 

wavelength 
pulse energy 
repetition rate 

Receiver 

mirror 
H 2 O return 
N 2 return 

Data Acquisition 

digitizers 

computer 


ND:YAG III 
355 nm 
1 50 mj 

20 Hz maximum 


60 inch diameter 
408 nm 
387 nm 


8 bit/20 MHz 
LSI 11/23 



Figure 1.- Ground-based water-vapor measurement. 



TWO YEARS OF EVALUATION AND TESTING OF A MOBILE 


LIDAR SYSTEM FOR AIR POLLUTION MONITORING 


K. Fredriksson and H. Hertz 

National Swedish Environment Protection Board, 
Studsvik, S-611 82 Nykoping, Sweden 


A national mobile lidar laboratory was developed in 1979 at the 
Chalmers University of Technology, which was then the base for our 
research activities. The laser remote sensing was recently reviewed (1), 
and the mobile lidar system was described in detail in a recent paper 
(2). When the construction of the mobile system was completed in 1980 
we began an evaluation and development phase for the system and its 
applications at the Research Department of the Env. Prot. Board. For a 
period of two years the system was further developed and operated at 
several field tests. The results of the field work were presented in 
national reports and in papers being prepared. A paper on the con- 
clusions from the complete testing and evaluation phase will also 
be published. 

The goal for the evaluation period was to be a -guidance and also to 
form the basis for the future research and routine measurement program 
with the lidar techniques in Sweden. The emphasis on the work was to 
develop operational routines for the monitoring of NO 2 , SO^ / O^, and 
particulates, but the activities was also directed towards '^the'^f uture 
research in this field, including extensions of the DIAL technique to 
include other gaseous pollutants and also meteorological applications 
of the lidar techniques. From the experiences and conclusions from the 
work, decisions will be made on the forming of an organization for 
routine monitoring of air pollutants. In this conference contribution, 
examples of results from the field work and the experiences from the 
evaluation phase will be given. The directions for the future activities 
in the Swedish lidar program will also be presented. 

The mobile lidar laboratory is based on an Nd:YAG laser and a dye 
laser. The basic design of the system is shown in Fig. 1. The laser 
beam is emitted from a rotatable dome structure on the roof of the 
covered truck. The optical and electronic arrangements of the mobile 
laboratory were given in Ref. (2). The entire system is run automatically 
utilizing a minicomputer. It has proved to be very reliable and well 
suited for field work. The set-up time for the system at a new 
measurement location is reduced to only a few minutes. The system was 
operated for a period of two years. In Table I, a summary of the activ- 
ities is given. Besides the field work and laboratory studies, large 
efforts were made to develop efficient evaluation routines to convert 
measurement data into suitable forms of presentation. 
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A few examples of 
measurements from the 
field work are given 
here. Fig. 2. is a DIAL 
measurement of the NO 2 
concentration in a 
spreading smoke-stack 
plume from a saltpetre 
plant. The measurement 
curves at an absorption 
wavelength of NO 2 and at 
a reference wavelength 
are given on a logarith- 
mic scale. The divided 
DIAL curve is shown at 
top right in the figure. 

The NO 2 concentration is 
evaluated as a function 
of the distance in the fourth diagram. The range resolution for the 
evaluation is adequate for the physical situation in this case. 

From a set of measurements of the type shown in Fig. 2. a charting 
of a plume in a vertical section can be made. Such a charting is shown 
in Fig. 3., where a horizontal map of the measurement site is also 
given. The vertical section of the plume in the direction indicated by 
the horizontal axis is shown. The plume is at an altitude of about 100 m 
in the vertical section. 

In Fig. 4. an example of a DIAL measurement of ambient SO 2 at a 
sulphuric acid plant area is shown. A map of the measurement site is 
shown in the figure. The diagram displays the SO 2 concentration along 
a local street at 3-5 m height above the ground. The direction of the 
laser beam is given by the horizontal axis of the diagram. The concen- 
tration of SO 2 originates from diffuse emissions in this case. A hori- 
zontal charting of SO 2 in a paper-mill area is shown in Fig. 5. The 
charting is made from DIAL measurements in 16 different direction’s. 



E> ELECTRONICS 

Fig. 1. Mobile lidar laboratory. 


Table I Measurement programs for mobile lidar system 


Studied parameter 

No . of 
field tests 

No. of measurement 
days (effective) 

SO 2 at industrial 
plants (emissions 
and ambient) 

3 

12 

NO 2 at industrial 
plants (emissions) 

3 

10 

NO 2 in urban areas 

6 

1 7 

0^ (ambient) 

3 

8 

Particulates (plume 
spreading, charting) 

4 

12 

H 2 O vapour 

1 

4 
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Fig. 2. DIAL measurement of a s'preading plume from a saltpetre plant. The 
evaluation of the ooneentration^ which is shown in the fourth dia- 
gram ^ was made with a distance resolution of 50 m. 



Fig. 3. Charting of NO2 in a spreading plume. The vertical section in 
the direction given hy the horizontal axis is displayed. The 
main source is marked with an S in the figure. 
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CONC SO2 



Fig. 4. DIAL measupement of SO 2 in the ambient ain at a local street 
in a sulphuric acid plant area. The direction for the laser 
beam is given by the horizontal axis. 



Fig. 5. Charting of SO 2 concentrations in a paper-mill area. 

Each level represents 100 \\g/m^. DIAL measurements 
in 16 directions were made for the charting. 
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Fig, 6. shows a study of the NO 2 concentration along a city street. 
The laser beam was directed along the street and the mean concentration 
for a 500 m path was deteinnined. The results from a large number of 
2-minute measurements are siomraarized in the diagram. In this study the 
differences in subsequent single measurements were found to be very low. 

The DIAL technique can be very useful for the determination of the 
total flow of a gas from an area or in a smoke-stack plume. The diagram 
in Fig. 7. is a charting of the SO 2 concentration in a vertical section 
downwind of a chemical factory area. The distributed plume is due to 
diffuse emissions from a sulphuric acid plant, whereas the dense plume 
at a higher altitude comes from a stack. The readings in the diagram 
give the total concentration in the vertical section. These numbers 
times the wind velocity yield the flows of SO 2 from the area. Fig. 8. 
shows another form of presentation of a measurement of the SO 2 flow 
through a vertical section. In this case an integration of the SO 2 con- 
centration with the altitude is made. The diffuse emissions from the 
plant area and a dense plume are displayed in the diagram. The readings 
in the diagram give the same type of information as in the former exam- 
ple, Fig. 7. Whereas a complete charting of a gas of the type shown in 
Fig. 7. is rather time-consuming, this type of measurement integrated 
with the altitude is a rather rapid way of determining the flow. Sofar 
wind data has been obtained from alternative measurements . A technique 
for measuring the wind based on lidar is planned. 

In the near future the mobile lidar system will be used for routine 
measurements and for special atmospheric studies in cooperation with 
other research groups. We will also strengthen our efforts in the lidar 
research by relocation of our facilities to Lund, where we will estab- 
lish a joint center for laser studies of air pollutants at the Lund 
Institute of Technology. Further, we are planning to construct a new 
version of the mobile lidar laboratory, which will be somewhat bigger 
and will extend the possibilities to study other gaseous pollutants in 
the UV and IR wavelength regions . 

This work was sponsored by the Swedish Space Corporation and the 
National Environment Protection Board. 
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m 15 16 17 18 19 20 21 h 



0 S 00 m 


Fig, 6. Study of NO 2 concentrations in an urban area. 
The laser was directed along a city street 
according to the map in the figure. The mean 
concentration from 200 to 700 m was evaluated. 
The diagram is a suwnary of a large number of 
2-minute measurements. 
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400 500 600 m 


Fig. ?. Charting of SO2 in a vertical section downwind from an industrial area, 
total flow of SO2 from the area can he calculated from the numbers 
in the figure and the wind data. 



Ig. 8. Measurement of the integrated vertical profiles of the SO2 flows from an 
industrial area. Two diffuse emissions and one dense plume aa*e displayed 
in the figure. The direction of the vertical section is given by the 
horizontal axis. This measurement and the wind data yield the flow of SO 
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EXPERIMENTAL STUDY OF REMOTE ATMOSPHERIC POLLUTION MONITOR BASED ON 
DIFFERENTIAL ABSORPTION OF CO 2 LASER RADIATION 


P. Vujkovic Cvijin 
Institute of Applied Physics 
P.O. Box 58, 11071 Novi Beograd, Yugoslavia 


The necessity for a practically usable remote atmospheric pollution monitoring 
device has been well recognized for a long time. Designs for three versions of a 
remote pollution monitor intended for field applications in urban and industrial 
environments are reported. 

A CO 2 laser-based differential absorption technique was chosen because of its 
ability to measure trace amounts of pollutant gases present in urban and industrial 
atmospheres, with ethylene being the most interesting one because of its presence 
in motor vehicle exhaust and in the polluted atmosphere over some chemical plants. 
The differential absorption technique is a spectroscopic one and relies on the use 
of selected laser wavelengths in coincidence with the absorption features of pol- 
lutant gas. 

Three experimental models were investigated in the course of this study. The 
first two models were based on the long-path bistatic scheme where the return 
radiation was provided by distant retroreflectors. This approach resulted in the 
design of a rugged remote pollution monitor of moderate cost. A small-scale low- 
powered pulsed CO 2 laser was used as the tunable radiation source. The retro- 
reflected radiation was collected by 6.5-cm and 20.3-cm aperture telescopes for 
the two models, respectively. The received radiation was focused onto a lithium- 
tantalate pyroelectric detector. Due to its ruggedness and ambient temperature 
operation, the pyroelectric detector made the whole system advantageous for field 
applications. A signal averaging technique was used for return radiation intensity 
measurements. Experimental investigations were carried out at retroreflector 
distances up to 1200 m with the sample chamber immediately in front of the retro- 
reflector. System sensitivity defined as the equivalent concentration-pathlength 
product for which the measured average uncertainty equals concentration was found 
to be of the order of several ppb-km of ethylene. Test measurements with ammonia 
and freon 12 were also performed. 

The third experimental model investigated in this study was a monostatic one 
with backscattering from topographic targets providing the return radiation. Back- 
scattered radiation was collected by a 20. 3-cm-aperture Newtonian telescope and 
detected by a liquid nitrogen cooled Pb Sn Te detector. In this system the opera- 
tion of the CO 2 laser including the sequential tuning of selected wavelengths was 
controlled by a microprocessor. System sensitivity in this case was found to be 
comparable with previous models. 

Due to the spectral region of operation, systems described here are favorable 
from the standpoint of eye safety, allowing their use for atmospheric pollution 
monitoring in populated urban and industrial environments. 
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ATMOSPHERIC GAS MONITOR WITH LEAD-SALT DIODE LASER 
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Abstract - A portable, open-air, point atmospheric-gas monitor based on diode-laser 
absorption spectrometry was developed to attain high sensitivity by employing new 
techniques for suppression of optical-fringe noises. Methane density has been 
measured experimentally with 0.3 ppm sensitivity, and 4.7 ppb sensitivity is 
expected theoretically. 


I Introduction 

A gas monitor which is (1) sensitive (below 0.01 ppm for NO 2 ) , (2) real-time 

(one datum every second) , (3) non-contacting, and (4) local (Imximxim) is 

useful for personal safety and for studies of microscopic dynamics of the atmosphere 
including chemical reactions, according to the authors' opinion. Reid and his 
coworkers [l]-[4] have developed a point monitoring system with laser diodes and 
depressurized White cells to attain line separations. The White cell has a very 
long optical path length. They attained a very high sensitivity which is limited 
by optical fringes or standing waves at optical frequencies. The authors have 
examined a system employing a dye laser as a tunable light source [S]. Some funda- 
mental techniques applied to the system are stated here. 

The present system features a short optical path in open air that enables 
local and non-contacting monitoring with a small sized apparatus, and a spectriim 
scanning operation of the tunable lead-salt (PbSnTe) diode laser which leads to 
fast measurement (4 seconds for a datum) and high sensitivity (0.3 ppm proved and 
4.7 ppb expected theoretically for methane) [6]. Employing a built-in p-computer 
which performs a density calculation based on the "adjoint spectrum" [7] gives an 
immunity to spectral interferences including window contaminations. 


II System description 

A schematic diagram of the system is given in Fig. 1. The PbSnTe diode laser 
operates at A = 7,7 pm and about 100 pw power [s]. The laser is finely tuned over 

7 cm“l within a mode. Infrared detectors are of pc-type HgCdTe . These are mounted 

on Dewar vessels and cooled by liquid nitrogen. The optical beam for measurement 
is folded back with a corner-cube mirror system on a separate base plate. Thus, 
the optics can be mounted on a small sized base plate, which results in a light- 
weight apparatus. Behind the beam-splitter a cell is filled with a standard gas of 
the concerned species. 

Optical components are of Ge and AR-coated, except the beam-splitting surface. 
The electronic systems are designed for second derivative spectrometry. The diode 
laser current is a sum of Ip (a nominal wavenumber in the spectrum which is kept 

constant over 1/60 s) and 6i (a periodic waveform of frequency f = 7.68 kHz). The 
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diode current is sharply cut off for 2 ys after every 1/60 s. Two infrared de- 
tectors and independent but similar electronic signal processors are in the two 
optical legs. The output of each detector is fed to a lock-in amplifier tvined to 
a second hannonic frequency of 2f and to a pulse-height detector that gives a beam 
power impinging on the detector. 

In order to obtain density datar 256 different values of Iq are scanned and 
two second-derivative absorption spectra, Sx for the measurement leg and Sj- for the 
reference, are obtained. Both of these are already normalized by the optical input 
to each detector and are independent of the optical transmittance of the system at 
that wavenumber or at each time slot. 


The desired density of the atmospheric gas is calculated by 

<S*,S > 

X 

^ ^r^r <s*,s^> ’ 


( 1 ) 


where the symbol < > denotes an inner product between two vectors, and is 

the density- length product of the measurement path and c^Lj^ is that of the 
reference path. A weight distribution S*, which is named an adjoint spectrum by 
the authors [7], has been generated from the measured Sj- by 

J 

S* = S - y <s ,U.>U. , (2) 

where Uj ' s are on orthonormalized set of spectra that have been predicted to take 
part. Examples of them are a constant, a linear function or a known absorption 
spectrum of an interfering gas species. 


Ill Measurement accuracy 

In development, efforts were made to reduce optical fringes in the obtained 
spectra. This phenomenon takes place due to the appearance of an unexpected cavity 
for the laser beam formed between two partially reflecting surfaces. It has been 
found theoretically that, for less vulnerability to optical fringes, the laser 
current modulation profile 6i should have spikes at its extreme and a repeated 
hyperbolic sine profile is preferable under a limited bandwidth of electronic 
circuits [9]. Effects produced by controlling the modulation profile are shown in 
Fig. 2. For the same response to a methane line, the response to the fringe is 
remarkably reduced from (a) for the sinusoidal profile to (b) for the triangular 
and further in (c) for a reflected hyperbolic sine. 

Various modes of optical fringes can exist simultaneously. Among them, a mode 
provided by a cavity, one part of which is the laser, is usually most intense due 
to the amplification of the laser. An optical fringe of this type, however, can be 
suppressed by putting a quarter wave plate just in front of the laser, since the 
laser operates in a linearly polarized mode . A single-mode operation is required 
of the laser. If not, a span error appears, because Eq. (1) is based on the mono- 
chromatism of the laser light. 
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In experiments without the wave plate, the system sensitivity was about 0.3 ppm 
for methane, which is decided by a still persisting optical fringe despite the 
modulation-profile control. A statistical characteristic of fringe-induced noise 
resembles a so-called 1/f noise, which cannot be suppressed with numerical accumu- 
lation. 

If the e talon fringe is reduced to its minimum, a random noise from the ir- 
detector is intrinsically dominant in our system. A resultant fluctuation in 
methane density is calculated to be 4.7 ppb in the value of standard deviation for 
the employed components. Owing to the density calculation with Eq. (1) , the window 
contamination scarcely causes a base-line drift or a span error. This value will 
be reduced further if a more powerful diode laser [lO] is employed. 


IV Concluding Remarks and Further Problems 

In diode-laser spectrometry for atmospheric-gas monitoring, optical fringes 
can be reduced by controlling the profile of the diode-current modulation and by a 
quarter wave plate. Numerical treatment with a jj-computer along with the elec- 
tronic normalization process lends an immunity from a spectral interference which 
gives a zero-drift in the measurement system. 

The above results were obtained on an optical bench. A portable apparatus has 
been built and is being tested. Alteration of the diode-laser to one with shorter 
wavelength is planned for applications to NO or NO 2 . 
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Fig.l Schematic diagram of an optical head (left) 

signal processor (right) . 
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Fig. 2 Effects of the laser frequency-modulation profile 
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AIRBORNE LIDAR MEASUREMENTS OF OZONE AND 
AEROSOL PROFILES IN THE TROPOSPHERE AND LOWER STRATOSPHERE 


E, V. Browell , S. T. Shipley, A. F. Carter, and C. F. Butler'*' 
NASA Langley Research Center 
Hampton, VA 23665 


Introduction 

This paper describes the first application of an airborne li dar to 
measurements of ozone and aerosol profiles in regional- and global -scale 
atmospheric investigations. In January 1980, an airborne differential 
absorption lidar (DIAL) system was developed at the NASA Langley Research 
Center for the remote profiling of O 3 and aerosols in the troposphere. The 
DIAL system made the first O 3 profile measurements from an aircraft platform 
in May 1980. In the summer of 1980, the airborne DIAL system was used 
during an EPA field experiment to study Persistent Elevated Pollution 
Episodes (PEPE) in the Eastern United States. Simultaneous O 3 and aerosol 
profiles were measured with the DIAL system on long-range flights during 
several PEPE episodes. A NASA-sponsored global tropospheric instrument test 
flight to San Juan, Puerto Rico, was conducted on July 14-16, 1981. Data on 
CO, CHi+, NO, NO 2 , O 3 , T, and dew point temperature were collected by in situ 
sensors in altitude step increments along the flight path. The DIAL system 
provided remote measurements of O 3 and aerosol distributions below the 
aircraft. Recent flights have been made with the DIAL system operating in a 
zenith-viewing mode for measurements of O 3 and aerosols in the lower 
stratosphere. 

The airborne DIAL system uses two dye lasers that are pumped by 
frequency-doubled Nd:YAG lasers. The dye laser wavelengths are frequency 
doubled into the UV to produce the on and off wavelengths for the DIAL 
measurement of O 3 . The dye laser outputs at 286 and 300 nm and a portion of 
the dye laser energy at 600 nm are directed into the atmosphere coaxially 
with a 35-cm diameter receiving telescope. The system is mounted in the NASA 
Wallops Electra aircraft and can be pointed in either a nadir- or 
zeni th-viewing orientation through 40-cm diameter quartz windows. The 
backscattered lidar returns in the UV and visible are collected by the 
telescope, optically separated in the detector package, and detected by 
separate photomultiplier tubes. The signals from the photomultiplier tubes 
are digitized and stored on high-speed magnetic tape. Ozone concentrations 
can be calculated in real-time by means of a minicomputer. In addition, 
displays of ozone and aerosol distributions can be produced to precisely 
locate atmospheric features for real-time experiment control. 

Lower Tropospheric O 3 and Aerosol Measurements 

The first remote measurements of ozone profiles in the lower 
troposphere with the airborne DIAL system were made in May 1980 over the 
Chesapeake Bay.^“^ Subsequent to these initial measurements, a major field 
experiment with the Environmental Protection Agency was conducted in July- 
August 1980 to study large-scale pollution events in the Eastern United 
States. The airborne DIAL system was used in the study of ozone and aerosols 
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during this program.^ The objective of this experiment included the 
characterization of persistent elevated pollution episodes (PEPE) and the 
evaluation of a four-layer regional oxidant model. A comparison of O 3 
measurements made with the airborne DIAL system and in situ instruments on a 
Cessna aircraft is given in Figure 1. The variation in O 3 concentration from 
42 ppb above the mixed layer to 100 ppb within the mixed layer was measured 
remotely by the DIAL system from an altitude of 3200 m. The horizontal bars 
on the DIAL data represent the standard deviation for the average O 3 profile 
obtained from 300 laser shots. The Cessna data were obtained during an 
aircraft spiral performed in the vicinity of Snowhill, Maryland. The in situ 
data are shown as averages over 200 m vertical increments, and the standard 
deviation of all measurements in that altitude interval is given. The 
precision of the in situ measurements was estimated to be about 2 percent, 
while the absolute accuracy was estimated at 10 percent. The DIAL and in 
situ O 3 measurements agree very well in the free troposphere and in the 
boundary layer. Ozone DIAL measurements made during the PEPE/NEROS field 
experiment are discussed in this paper. These data will be used to 
investigate the regional distribution, production, and transport of O 3 in 
elevated pollution episodes. 

Aerosol backscatter profiles at 600 nm are also obtained simultaneously 
with the UV DIAL data. The aerosol data are processed by subtracting the 
background signal from the 1 i dar-pl us-background signal and then multiplying 
by range-squared, which removes the geometrical dependence of the lidar 
return signal with range. The resulting lidar backscatter profile is indica- 
tive of the distribution of aerosols below the aircraft. The backscatter 
signal level is converted into a 16-level gray scale display line, where 
stronger scattering is indicated by higher brightness. Sequential gray scale 
lines are then used to construct a picture of the aerosol vertical distribu- 
tion along the Electra flight path. The aerosol data discussed in this paper 
were obtained during the NASA-sponsored Global Tropospheric Instrument Test 
Flight-1 (GTIT-1) from Wallops Island, Virginia, to San Juan, Puerto Rico, on 
July 14-16, 1981. Data on in situ measurements of CO, CH^, NO^, temperature, 
and dew point are compared with the vertical distribution of aerosol 
scattering and atmospheric layering obtained with the airborne DIAL system.^ 
Implications for long-range transport of gases and aerosols are also 
examined. A companion paper discusses airborne lidar measurements of mixed 
layer dynamics from aerosol profile data.® 

Profiles of 0 3 a^nd Aerosols in Lower Stratosphere 

The first airborne DIAL measurements of O 3 and aerosol profiles in and 
above the tropopause region of the atmosphere were made on August 6 , 1981, 
over Maine. This was the first flight experiment conducted with the DIAL 
system operating in a zenith-viewing mode from the Electra. The Loring Air 
Force Base, Maine, site was selected for the tropopause experiment because of 
its location on the northern side of the jet stream. A National Weather 
Service station at Caribou, Maine, 17 miles from Loring AFB, was selected for 
an ozonesonde launch. An ozonesonde launch team from the Wallops Flight 
Center was flown to Loring AFB along with the DIAL system on the afternoon of 
August 6 . 

An ozonesonde was launched at 2209 EDT, and the data showed a tropopause 
located at a geopotential altitude of 11.1 km. Two prominent O 3 enhanced 
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layers were found at altitudes of 12,5 and 13.5 km. The peak O3 
concentrations in these layers were about twice the average concentration 
outside the layers. The depth of the lower layer was about 500 m, and the 
upper layer had a depth of only 350 m. The airborne DIAL system was flown 
at an altitude of 8230 m to make O3 and aerosol profile measurements in and 
above the tropopause region. The flight over Maine was completed by flying 
over the ozonesonde launch site at 2348 EOT. A comparison of the DIAL O3 
profile and the ozonesonde data is shown in Figure 2. Also shown in the 
figure are the potential temperature data from the ozonesonde. The DIAL 
data represent the average O3 profile obtained from 300 DIAL measurements 
along a 6 km horizontal path. The horizontal bars designate the standard 
deviation of the average O3 profile. The magnitude and relative position of 
the O3 layers are in excellent agreement between the DIAL and ozonesonde 
measurements. The altitude agreement for these layers is within 150 m, 
which is very good considering that the DIAL measurements were only in the 
vicinity of the ozonesonde ascent path. Features in the minimum between the 
two layers are also accurately determined by the DIAL system. Simultaneous 
lidar measurements of aerosol scattering were made at a wavelength of 
600 nm. The O3 layers seen by both the DIAL system and the ozonesonde were 
found to have an increase in aerosol scattering associated with them. 

Aerosol scattering ratios of 0.15 and 0.2 were found for the lower and upper 
O3 layers, respectively. A cross-sectional map of these layers is being 
constructed along the Electra flight path, which went from the northwestern 
corner of Maine southeast to the coast. A detailed discussion of these 
measurements is presented in this paper. 
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SIMULTANEOUS HETERODYNE AND DIRECT DETECTION CO 2 DIAL MEASUREMENTS* 


Dennis K. Kil linger, Norman Menyuk and William E. DeFeo 
Lincoln Laboratory, Massachusetts Institute of Technology 
Lexington, Massachusetts 02173 


A dual-C02 laser differential -absorption LIDAR (DIAL) system has been 
developed which incorporates both direct detection^ and heterodyne detection of 
the same LIDAR returns. This system has been used to obtain preliminary 
measurements of the statistical and temporal properties of the DIAL returns in 
order to experimentally quantify these properties. Comparison of these results 
with theory for dual -wavel ength operation is currently being conducted. An 
overview of the system and current status of the experimental measurements will 
be presented.. 


Figure 1 shows a schematic of the dual -laser DIAL system. Two tunable, 
hybrid-TEA CO 2 lasers provide the pulsed primary radiation. The TEA laser 
operates at a PRF of 100 Hz, with a pulse energy of 10 mJ per pulse and a pulse 
length of approximately 300-400 nsec. The low-pressure gain cell is operated 
slightly above threshold with a cw output laser power of about 100 mW. 


The frequency of the hybrid-TEA laser is adjusted to an offset frequency of 
approximately 20 MHz relative to that of the CO 2 laser local oscillator (L.O.). 

A room-temperature HgCdTe detector and a 1 ysec gated frequency counter were 
used to monitor the heterodyne beat frequency between the cw portion of the 
hybrid-TEA laser radiation and the local oscillator; this value was found to be 
within 1~2 MHz of that obtained with a precision frequency counter and transient 
digitizer which measured the frequency of the pulsed portion of the heterodyne 
LIDAR return. The measurements established that the pul se-to-pul se frequency 
stability of the hybrid-TEA laser was approximately 10 MHz and the intrapuTse 
stability (chirp) was approximately 1 MHz. The TEA discharge disrupted the 
lasing of the cw gain cell, which limited the PRF of the system to approximately 
100 Hz, dependent upon discharge and gas-mixture conditions. 

The outputs from the two lasers were joined with a 50/50 beamsplitter, 
expanded by an XIO beam expander, and directed out the laboratory window. The 
backscattered LIDAR radiation was collected using a Cassegrain telescope and 
split with a 50/50 beamsplitter; half of the returned beam was directed toward 
a cooled direct-detection HgCdTe detector, and the other half mixed with the 
CO 2 local oscillator output and directed toward a cooled heterodyne-detection 
HgCdTe detector. The output signals from the detectors were sent to a high- 
speed data acquisition system. This system monitored the frequency offset of 
each laser pulse to ensure that it fell within the bandpass of the detector 
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amplifiers, normalized the LIDAR returns to the laser pulse energy, and calcu- 
lated the statistical and temporal characteristics of the returns. Heterodyne 
returns have been obtained from topographic targets at ranges up to 10 km and 
from atmospheric aerosols at ranges of approximately 0.5 km. 
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Figure 1.- Schematic of dual-CO^ laser heterodyne and direct detection DIAL system. 













EXTENSION OF DIAL MEASUREMENTS WITH 
Nd:YAG-BASED LIDAR SYSTEMS TO 
SHORT UV AND NEAR IR WAVELENGTHS 


M. Alden, H. Edner and S. Svanberg 
Department of Physics 
Lund Institute of Technology 
P.O. Box 725 
S-220 07 Lund 
Sweden 

The DIAL technique as applied employing Nd:YAG dye-laser 
technology is quite powerful for monitoring NOa* SO 2 and O 3 and some 
measuring systems are approaching operational status^”®. However, it 
is of considerable interest to extend the applicability of such sys- 
tems to a number of other atmospheric molecular constituents, e.g. 

NO, HCHO, Hg, CO, HCl , HF and CH 4 . While NO 2 , SO 2 and O 3 absorb in 
the visible and the easily accessible UV region (~300 nm), the mea- 
surement of the additional gases requires extensions of the wavelength 
region to short UV and IR wavelengths. With the high peak powers avai- 
lable with Nd:YAG based laser systems this is possible using Raman- 
shifting and frequency-mixing techniques. We are presently involved 
in a program aiming at the exploitation of these possibilities. At 
short UV wavelengths the atmospheric attenuation due to scattering is 
strong whereas low back-scattering is instead a problem in the IR 
region. Clearly, the pulse energies will be limited outside the well 
established wavelength regions and therefore the use of topographic 
targets or even retro-reflectors rather than atmospheric back-scat- 
tering can be necessary in many cases. Whereas low pulse energies can 
be problematic with a down- or up-converted dye-laser source, the con- 
tinous tuning capability is an attractive feature. It is advantageous 
to use close-lying optimal on/off-resonance wavelengths, which elim- 
inates differential albedo effects present for CO 2 -laser systems. 

We perform lidar measurements with a laboratory-based system 
and also make the necessary spectral investigations of the studied 
molecules. A Nd:YAG laser with more than 200 mJ output at 532 nm is 
used for pumping a dye laser with amplifier. Tunable radiation in 100 
mJ pulses is produced using the most favourable dyes. A Raman shifter, 
operating with H 2 at about 20 atm. pressure is used for Stokes shif- 
ting in normally three steps into the near IR region (<3 ym), where 
overtones of molecular absorption are employed. For UV generation, 
anti -Stokes shifting is employed after frequency-doubling of the dye- 
laser output. 

Dial measurements of atomic mercury were performed at the 
253.65 nm resonance line‘s. The correct wavelength was achieved by 
frequency-doubling of 567.06 nm dye-laser light and first anti-Stokes 
shifting by 4155 cm ^ in H 2 . Typical pulse energies were 0.7 mJ. The 
detection system has been described in Ref. 5. In Fig. 1 on- and 
off-resonance curves are shown for a remote open-ended cell contain- 
ing Hg vapour in a concentration of about 100 yg/m^. An analysis of 
the dial sensitivity for Hg indicates that even the low background 
concentrations of about 4 ng/m^ can be measured if a pathlength of 
2 X 1 km is used. Mercury is of great interest regarding the 


increased utilization of coal and in connection with volcanic 
eruptions prediction. 



Figure 1 . Dial measurement of atomic mercury at the Eg resonance tine 
253. 65 nm. The tower curve is a divided representation. 

Nitrogen oxides are primarily emitted into the atmosphere as NO 
and a subsequent oxidation to NO 2 then occurs. For monitoring NO and 
for studies of the chemical transformation process, lidar techniques 
are very desirable. We have generated UV light in the region of the NO 
band-head at 227 nm by second anti-Stokes shifting of 279 nm frequency- 
doubled dye-laser light. Transmitted pulse energies in first dial 
measurements were about 0.1 mJ. In Fig. 2 a lidar curve is shown for a 
measurement against a topographic target 420 m distant. Determina- 
tions of proper NO cross sections are in progress. Using frequency- 
mixing techniques it should be possible to increase output energies 
at 227 nm to about 3 mJ. 

Spectral studies for CO, HCl and CH 4 have been performed in the 
1-3 pm range. In Fig. 3 an absorption spectrum for a 30 cm cell con- 
taining 400 torr of CH 4 is shown. Third Stokes generation starting 
with a Rhodamine 640 dye-laser output was employed. The increase in 
level from low to high wavelengths reflects the gradual increase in 
the dye-laser output. Lidar measurements employing an InSb detector 
are in preparation. Of particular interest are CO, HCl and HF. 

This work is supported by the Swedish Board for Space Activities and 
the Swedish Environment Protection Board. 
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Figure 2 . Lidar curve at the 226.8 nm resonance line of NO. Atmos- 
pheric hackscattering and the echo from a topographic target are shown. 

+'^4 



Figure 3 . Absorption spectrum of methane, recorded using third-Stokes 
shifted dye-laser radiation. 
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DAY-TIME DETECTION OF GASEOUS POLLUTANTS 
BY RAMAN-LIDAR: MEASUREMENTS AND SIMULATIONS 
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SUMMARY 

This paper presents Raman-Lidar experimental results in minor species detection. 
That mainly concerns two kinds of measurements: 

- detection of ozone in the atmosphere, using resonance Raman Scattering and 

of CO 2 using Raman scattering; 

- identification and measurement of pollutant gases (SFg, SO 2 , and CO 2 ) in a 

simulation tank. 

From these preliminary results, the detection limits of the system are estimated 
and simulations of pollutant plume measurements are performed taking spectroscopic 
problems into account. 


EQUIPMENT 

The CEA Raman-Lidar is described in this publication (1). For pollutant gas studies, 
a simulation tank is located about 100 m from the Lidar. This tank is a 2-m long 
inox cylinder with a 15-cm diameter. Both ends are closed with quartz windows 
slanted at Brewster's angle. 


EXPERIMENTAL RESULTS 

For these measurements, the digitizer averages a given number of lidar signals 
depending upon the intensity of the Raman line. The average signal corresponding 
to each point of the spectrum is transmitted to the computer without signal correc- 
tion, except for the average laser energy emitted. 

Detection of Atmospheric CO 2 and O 3 

Figure 1 shows a remote atmospheric spectrum measured with the Raman Lidar. The 
three Raman lines for O 2 (1556 cm”^), CO 2 ( 2 v 2 , 1286 cm"^) and O 3 (1100 cm“^) are 
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apparent, the CO2 (v] , 1388 cnr^) line is masked by the O2 wing. Atmospheric 
concentrations were not measured at this time; nevertheless one can observe the 
strong enhancement for O3 scattering ('v 1200) which agrees with our laboratory 

measurements (2). Due to resonance, ozone profiles have been measured with a 500-m 

range and an 80-m range resolution (3). For CO2, only ordinary Raman scattering 
occurs and, assuming a 350 ppm mixing ratio, one gets ctqo 2 /o ^02 " 

Detection of Pollutant Gases (SFg, CO2, and SO2) in a Simulation Tank 

Accurate measurements have been obtained with SF5 and the results were recently 
published (3). In the same way, CO2 has been detected. Figure 2 presents pure CO2 

Raman spectra with the 2v2 and v] bands. The scattering volume is limited to the 

tank length. The measured ratio a(C02, v-|)/a(C02, 2v2) is 1.55. SO2 presents a 
strong absorption in the 266 nm range, so that resonance Raman is to be expected. 
Experiments are now in progress. 

SPECTROSCOPIC SIMULATIONS AND SNR CALCULATIONS 

Calculations require pollutant concentrations inside a plant plume at a few hundred 
meters from the stack. Spatial distribution of concentrations of gaseous pollutants 
and aerosols in a plume are calculated using the classical Pasqui 11 -Gifford plume 
dispersion model (4) and the Turbigo plant data (5). 

Two kinds of calculations are performed. First, Raman spectra are computed using 
model concentrations in the plume, Raman cross sections (measured or extrapolated 
to 266 nm), and the transfer function of the spectrometer for a given slitwidth. 

The purpose is to verify the spectroscopic feasibility of the detection. It is 
assumed that aerosols do not absorb and that no fluorescence occurs. The backscat- 
tering cross section of aerosols are calculated at 266 nm using Mie theory and 
McCormick tables for a monodispersion of spherical particles with a radius of 0.5 pm, 
specific gravity of 10"^2 g/ym^ and a refractive index of 1.5. The spectrum shown 
in figure 3 is computed with model concentrations at 100 m from the stack on the 
plume axis. Data used to get this spectrum are gathered in table 1. 

Assuming that a(S02)/a(N2) = 100, the SO2 line is resolved enough and can be detected; 
with a(S02)/a(N2) = 10, continuous background does not allow detection. In spite 
of a resonant Raman cross section, a(N02)/o(N2) = 75, the NO2 line does not emerge 
enough to be detected. 

Continuous background which limits signal detection is due to the great concentra- 
tion of aerosols and to the rejection rate of our spectrometer. To get down to the 
minimal noise level (PM dark current and background sky light), a 10"12 rejection 
rate would be necessary. 

In a second step, calculations of SNR can be performed, assuming that on a vertical 
axis orthogonal to the plume axis, aerosols and gas concentrations are constant on 
lengths equal to the maximal lidar range resolution of 2.5 m. 

SO2 model concentrations and statistical SNR are shown for points located on a_ 
vertical axis 100 m from the stack (fig. 4). Difference between height of maximum 
concentration and height of maximum SNR is due to SO2 absorption and aerosol 
diffusion in the plume. SNR are high enough to allow detection. 
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At 250 m from the stack, calculations show that detection is still possible. It 
must be noted that an extrapolation from fluorescence intensity observed during 
water vapor soundings gives a fluorescence level in the plume of the same order as 
the SO 2 peak in figure 3. 
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DIFFERENTIAL ABSORPTION LIDAR ERRORS CAUSED 
BY MISALIGNMENT IN COAXIAL SYSTEMS 


William S. Heaps 

NASA/ Goddard Space Flight Center 
Code 963 

Greenbelt, Maryland 20771 


In the conduct o£ a LIDAR experiment, one is always limited at the 
short range end by the distance required for the transmitted beam and 
the receiver field of view to overlap. When return signals are very 
large this blind spot can be advantageous in that it protects the 
receiver from saturation by the very strong near return. However in 
the limit of weak signals it would be very attractive to be able to see 
at short ranges before the inverse square law has greatly attenuated 
the signal. In any case it is usually desirable to operate the LIDAR 
receiver with a very narrow field of view in order to minimize the 
background signal due to scattered solar flux. Reducing the field of 
view of the receiver, however, increases the range at which total 
overlap is achieved as well as aggrevating the sensitivity of the 
system to misalignment. A model has been developed which calculates 
the degree of overlap of a LIDAR system as a function of range. Using 
this model one can show that under some circumstances in which the 
receiver and beam are misaligned, the form of the overlap function can 
affect the interpretation of differential absorption LIDAR (DIAL) data 
giving rise to substantial errors which may be of either sign. 

Consider a LIDAR system composed of the following elements: 

a) A Cassegrain receiver with an outer radius of R1 , a central 
obstruction radius of R2 and a full angle field of view of 9i , focussed 
at infinity. 

b) A steerable flat located on the axis of the telescope used to 
align the transmitted beam with the receiver. 

c) A Gaussian beam with a waist 03i located at the steering flat 
and a full angle beam divergence of 62. The alignment of the receiver 
with the beam can be described in terms of three parameters: 

1) r is the distance of the beam center from the axis of the 
telescope at the steering flat (range equals zero) . 

2) 6 is the angle between the beam axis and the receiver axis if 
the beam axis were projected into a plane containing the receiver axis. 

3) (j) is the angle between the radial displacement of the beam 
center from the telescope axis and the projection of the beam axis in 
a plane perpendicular to the receiver axis. This is to say if (j)=0 the 
misaligned beam points away from the receiver axis and if c()=180® it 
points toward the receiver axis. If there is no radial displacement 
(r=0) then (p is meaningless. 

One may now define an overlap function 0(z) as an additional term in 
the LIDAR equation: 

2 

Return signal = C « (0(z) exp(-3z))/z 


When the receiver field of view completely encompasses the transmitted 
beam 0(z)=l. This is the region in which one normally operates. 
Assuming 3 is constant in a range interval from Z- to 2„ one can solve 
for it: 9 ? 

£n(0(Z2)/0(Zp) - 5,n(Z2^C(Z2)/Z^C(Z^)) 


Clearly if 0(z) is constant over the interval its contribution is zero; 
however under some conditions of misalignment 0(z) can be a slowly in- 
creasing or slowly decreasing function. This makes it hard to tell 
from the backscatter data that the overlap is incomplete, but can 
generate a sizeable error in the determination of 3. For best signal- 
to-noise ratio in an absorption measurement should be 

approximately one. If 0(z) changed from .8 to .9 over the interval 
from Z-j^ to Z 2 , this would give rise to an error on the order of 10% in 

3. 

The figure illustrates change in the overlap function with range for a 
typical LIDAR system. The outer radius of the telescope is 15 cm, the 
central obstruction radius is 5 cm, and the field of view is 1.6 milli- 
radians . Beam diameter is 2 cm at the source and has a divergence of 
.2 milliradians . The top curve shows the overlap for a perfectly 
aligned system and each successive curve shows the effect of increasing 
6 in steps of .1 milliradian out to a maximum of .6. One can see that 
a misalignment as large as .3 milliradians would be difficult to detect, 
indeed difficult to prevent, during the initial alignment. However, if 
the interval chosen for a DIAL measurement were 2 to 6 microseconds 
(9^300-900 meters) the value of iln(0(900)/0(300)) would be .025. For a 
weak absorption, necessary if one wished to measure at long ranges, 
even this small change could cause a significant error in 3* 

Clearly this effect depends on the other parameters of the system as 
well and can amount to a very substantial error. When the misalign- 
ment, 6, exceeds one half of the field of view, 0(z) can become a 
decreasing function giving errors of the opposite sign. The model 
permits all such cases to be considered and could be useful as a 
diagnostic tool when one is attempting to align a LIDAR system. 
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THE THEORY AND CORRECTION OF FINITE LASER 
BANDWIDTH EFFECTS IN DIAL EXPERIMENTS 

C • Laurence Kerb 

NASA Goddard Space Flight Center 
Greenbelt, Maryland 20771 

and 

Chi Y. Weng 

Science Systems & Applications, Inc. 
Seabrook, Maryland 20801 


The effects of finite laser bandwidth can cause very large errors 
in range- resolved measurements of differential absorption (DIAL) and, 
therefore, must be acccounted for accurately. No method of solution 
to this problem has been reported for the case of pure elastic scatter- 
ing. In addition, processes which redistribute the frequencies of 
photons during scattering have not previously been considered for DIAL 
experiments. This paper describes a general method of solution for 
treating the effects of finite laser bandwidth in DIAL experiments 
with pure elastic scattering. In addition, methods for treating the 
problem of Rayleigh scattering, which redistributes the photon frequen- 
cies, are considered. 

We consider first the case of elastic scattering. For a DIAL 
experiment with finite bandwidth, the absorption coefficient as measured 
by the experiment over the layer to Z 2 / Kobs' defined in the 
conventional manner as 


Kobs = - 0 - 5 (^2 



In 


' ^l{Z2)l~Sr{Z2) 
E£(Zi)/E^(Zi) 


( 1 ) 


where E£ and Ej- are the backscattered signals at the on-line and 
reference frequencies, respectively, and the measurement extends across 
the effective altitude range from Z-^ to Z 2 * The transmission of the 
atmosphere, T(zq,z)/ as measured with a laser along the two-way vertical 
path from the laser at height Zq to height Z is given as 


T(Zq,Z) 



( 2 ) 
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where h(V) is the laser spectral line shape which contributes on the 
interval from to V 2 f and K('i), Z) is the absorption coefficient. For 
absorption in the atmosphere, the absorption coefficient must generally 
be represented by the Voigt line profile which is a convolution of 
independent Doppler and Lorentz profiles^^^. It follows from Eqs. (1) 
and ( 2 ) that 


Kobs = -0.5(Z2 - Zi)-1 Zn 


T(Zo,Zg)/T(Zo,Zi) 


■] 


(3) 


where the resonant absorption at the reference frequency is assumed to 
be negligible compared to that at the on-line frequency. 

The physical significance of Eq. (3) can be seen by evaluating the 
difference between the absorption coefficient observed for various lidar 
bandwidths and for a monochromatic measurement at line center. Figure 
1 gives the resultant errors as a function of altitude for several band- 
widths for a high-altitude aircraft measurement on a typical atmospheric 
line. We assume a two-way atmospheric optical depth of 3, a ratio of 
collision to Doppler width near 4 at the surface and 0.3 at 20 km, and 
a collision broadening coefficient of 0,05 cm“^/atm. As shown, errors 
as large as 25% occur near 10 km for a laser bandwidth of 0,04 cm~^. 

Kobs depends primarily on the transmission of the particular layer 
in question, averaged over the spectral bandwidth of the laser. As a 
result of the finite bandwidth, however, KqJjq also has a dependence on 
the transmission properties of the intervening layers between the laser 
and the measured layer, i.e, , from Zq to Z-^, The effects of the inter- 
vening layers are shown explicitly in Figure 1 for the same line dis- 
cussed previously. As shown, the magnitude of this effect is generally 
small; it is less than 3% for a 0,04 cm“^ laser bandwidth. 

The combined effects of finite laser bandwidth can be accurately 
treated in a lidar differential absorption experiment using the follow- 
ing iteration procedure which requires a detailed knowledge of the 
laser spectral line shape, 1) A profile of the absorption coefficient 
measured by the lidar, Kqj^q, is determined from Eq, (1), 2) The 

absorption coefficient observed with finite bandwidth for the case of 
independent atmospheric layers is found from Eq, (2) on the interval 
to Z^^ 2 ^ as 


K = -(l/2)(Zi+i - In [T(Zi,Zi+l)l 


and an estimate of the desired atmospheric parameter, Xj^(Z), e.g., the 
absorption coefficient or species density, is found using numerical or 
graphical methods to solve Eq. (4) for X^CZ) with K = Kobs* 
transmission and absorption coefficient as given by Eqs. (2) and (3) 
are determined using X^(Z), thus including the effect of the intervening 
layers. Eq. (3) is then solved for X^^+l^^^ using numerical or graphi- 
cal methods and measured values of Kobs* Step 3 is repeated until the 

residuals, Xj+ 3 ^ (Z) - Xj (Z) , are sufficiently small. 



After applying this procedxire to the absorption line previously 
considered/ the residual error in the absorption coefficient is found 
to be less than 0.035% for a bandwidth of 0.02 cm~^ and less than 0.2% 
for a bandwidth of 0.04 cm“^ if the absorption coefficient of the 
intervening layers is measured to 5% accuracy. The only limitations to 
the accuracy of the method are the knowledge of the laser spectral line 
shape on a per pulse basis and the accuracy of the experimental 
measurements of the observed absorption on the intervening layers and 
the measurement layer. 

Prior studies of differential absorption have assumed that Rayleigh 
scattering produces no change in the photon frequency distribution. It 
is well known, however, that the molecules which produce Rayleigh 
scattering have a velocity distribution which, through the Doppler 
effect, causes the intensity of an incident monochromatic frequency to 
be spectrally redistributed in a Gaussian profile For a mono- 
chromatic laser centered on an absorption line at Oq, the energy 
backscattered from a molecular atmosphere at frequency ^ from height Z 
is given as 

E(v) = h^3(Z) T^{Z,Zo) exp[-ln 2 (V-V^) V4b-2] (5) 

o 

where hQ is a constant, ^ (Z) is the Rayleigh backscatter coefficient, 
•^Z/Zq) is the one-way transmission of the atmosphere at frequency 
for the path from Z to Zq/ and b is the Doppler width of air at fre- 
quency -^q and temperature T. Thus, even for the case of a monochromatic 
laser source, DIAL measurements utilizing Rayleigh backscatter produce 
finite spectral bandwidth effects on the return path from the atmosphere 
to the receiver. 

For laser bandwidths which are small compared to the atmospheric- 
absorption line width, the Rayleigh scattering problem for DIAL measure- 
ments can be treated using the same method of solution as was developed 
earlier in this paper. Namely, the transmission of the laser beam 
along the return path through the atmosphere is treated as an equivalent 
finite bandwidth problem. The spectral spread function in this case is 
the convolution of the actual laser line shape and the Rayleigh scattering 
spectral function. The solution then follows as was previously discussed. 
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Fig. 1. The solid lines show the errors introduced by finite laser 

bandwidth for DIAL measurements of absorption coefficient for 
a typical atmospheric line* The dashed lines give the errors 
due to the effects of the intervening atmospheric layers. 



C02 DIAL SENSITIVITY STUDIES WITH HETERODYNE AND DIRECT DETECTION 
P. Brockman, C. H. Bair, and R. V. Hess 
NASA Langley Research Center, Hampton, Virginia 23665 


There is a great need for atmospheric trace constituent measurements with 
higher resolution than attainable with passive radiometers. Infrared (IR) dif- 
ferential absorption lidar (DIAL), which depends on Mie scattering from aerosols, 
has special advantages for tropospheric and lower stratospheric applications and has 
great potential importance for measurements from Shuttle and aircraft (refs. 1,2,3, 
and 4) . DIAL data reduction involves comparing large amplitude signals which have 
small differences. The commonly used SNR expression (signal divided by noise in the 
absence of signal) is not adequate to describe DIAL -measurement accuracy and must be 
replaced by an expression which includes the random coherent (speckle) noise within 
the signal (refs. 5 and 6). A comprehensive DIAL computer algorithm for heterodyne 
and direct detection including speckle noise is used to calculate DIAL measurement 
sensitivities. Results are presented for measurement of ground-level plumes using 
direct and heterodyne detection and distributed ambient trace gases using heterodyne 
detection. 


In differential absorption the double ratio of signals at adjacent scattering 
cells, at two frequencies, yields information about absorption in the region between 
the scattering cells: 



(pAa)dr = 


In 


/^22 ^11 

V 12 ^21 


+ in 


*^12 ^ 2l \ 
^22/ 


R2 

2 ( (AO dr 


where Pj^j = expectation value of measured return from cell j at frequency &ij 
backscatter coefficient from cell j at frequency i, Aa = absorption coefficient dif- 
ference between frequencies 1 and 2, A^ = extinction coefficient difference between 
frequencies 1 and 2 (not including gas being measured) , i = 1 or 2 frequencies on or 
off absorption line, respectively, and j = 1 or 2 for distances R]^ and R 2 , respec- 
tively. The 3 term is negligible for range -re solved measurements if the type of 
scatterers does not vary with range. The A^ term can be predicted if the distribu- 
tion of interfe rents is known. Both terms can be reduced by use of closely spaced 
frequencies. For scattering cells of equal length the resolution length R 2 - Ri 
equals the scattering cell length AR. For narrow plumes of density Pp, length 
L < (R2" Ri) » and Oqjj > > Poff» random error in two-way plume optical depth due 

to the measurement process is 


6(2p La ) = 
p on 


•i E 

N ^ 


i=l j=l (SNR) . . , 

J ^3 ^ 


1/2 


where N is the number of pulse pairs per measurement and SNR is the single-pulse 
signal- to-noise ratio. 
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The heterodyne single-pulse signal- to-noise ratio with a single detector is 


(SNR)het 


p. . 

P . . + BT 
IJ 




where B is the post-detection bandwidth and is set equal to the reciprocal of the 
pulse duration. T is the integration time across a scattering cell; T = 2AR/c. BT 
is equal to the number of independent samples per scattering cell. 


Direct detection can have advantages over single-detector heterodyne detection 
when signal levels are high since direct detection allows averaging over multiple 
coherence areas with a single detector. The direct-detection signal-to-noise ratio 
can be written as a function of the number of coherence areas M, the measured signal 
Pi j , and the detector thermal noise figure Dy. The direct-detection single pulse 
SNR is 


(SNR) 


DD 


2 2 
n AjjBT 

(hvD*^) 


P. . 
IJ 


+ P . .BT + 
IJ 


(GFMT)BT + 


P. 

1-1 

M 


11/2 


Where G is the background signal in detected photons/sec/Hz per coherence area, M 
is the number of coherence areas, F is the bandwidth in Hz of the optical filter, 

Aj) is detector area, and q is detector efficiency. Direct detection accuracies can 
exceed heterodyne accuracies by v^. An additional set of independent statistics 
can be achieved for direct detection by operating multimode and transmitting M’ 
frequencies for the purpose of examples in this paper, M = 1000 and M’ = 1. 


The assumption that the SNR improves with /BT implies that there are no major 
nonuniformities across a scattering cell. The assumption that the measurement error 
is reduced by implies that the range distribution of scatterers does not vary 
during the measurement period. This assumption will remain valid if the measurement 
period is short compared to time scales of atmospheric nonuniformities. 


For the examples of plume-measurement sensitivity shown, the optical efficiency 
is 20% and quantum efficiency is 50%. Telescope area is .01 m^ and the optical 
bandwidth is 1.5 x 10^^ Hz. The "on" and "off" frequencies have been selected to be 
at the R(30) (1084.63 cm“l) and R(28) (1083.479 cm"l) normal isotope CO 2 laser 
lines. The "on" absorption is 48 (atm cm)~l and the "off" absorption is ,3 (atm 
cm)“l. For these frequencies the only significant interference is from CO 2 ; and 
laser pulse energies are .01 to 10 Joules/pulse for horizontal ground-based measure- 
ments and .01 to 1 Joule /pulse for vertical measurements. M = 1 for heterodyne 
measurements and 1000 for direct-detection measurements. The range to the plume 
center is 3000 m for horizontal cases, and the range to the ground is 3500 m for 
vertical cases. The resolution length is 500 m for the horizontal case with T = 

3.3 X 10“^ sec. Pulse width is set at 10~^ and bandwidth at 10^ Hz. Ground re- 
flectivity is 1%. Figures 1 and 2 show sensitivities of plume measurements for 
horizontal range resolved and vertical column content measurements. The percent of 
error in measuring the two-way optical depth 100 x 6 ( 2 ppLOon) the plume is 
plotted against laser energy and measured photons per range cell. The figures are 
based on NH 3 measurements where a 2% two-way optical-depth error would imply an 
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error in (2ppL) of 4.2 x 10”^ atm cm or a NH 3 density error of ~ 21 ppb in a 100 m 
plume. The results can be extended to other chemicals if the absorption coeffi- 
cients are known. The results cannot be extended to plumes with high optical den- 
sities due to the loss of signal from behind the plume. 

DIAL measurements can benefit from operating at rare isotope laser frequencies 
and utilizing collision broadening in the laser to tune the frequencies, across 
atmospheric absorption lines. The use of closely spaced on and off frequencies also 
minimizes errors due to frequency variation in backscattering and to interferring 
species. An example of ambient trace gas measurement is given in figure 3 (ref. 1) 
which displays O 3 concentration in STP-ppb and measurement error in the same units 
versus altitude for measurement from Shuttle at 250 km. The pulse energy is 5 
Joules per pulse with 1000 pulse pairs per measurement. Telescope area is 1 m^, 
bandwidth is 10^ Hz, quantum efficiency is 50%, optical efficiency is 25%, and 
resolution is 1.5 km below 30 km and 3 km above 30 km. Simulations are for an "off" 
frequency of 1058.01 cm~l and "on" frequencies of 1058.17, 1058.11, and 1058.19 
cm~l. It should be noted that a fine tuning of the "on" frequency results in a 
sharp variation of altitude at which the best measurement can be accomplished. 
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Figure 1.- Sensitivity of horizontal-range-resolved plume measurements. 
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Figure 2.- Sensitivity of vertical-column-content plume measurements. 
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Figure 3,— Sensitivity of range-resolved ozone measurements from 250 km. 
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LIMITATIONS OF SIGNAL AVERAGING OF DIAL MEASUREMENTS 
DUE TO TEMPORAL CORRELATION* 

N. Menyuk and D. K. Killinger 
Lincoln Laboratory, Massachusetts Institute of Technology 
Lexington, Massachusetts 02173 

and 

C, R, Menyuk** 

Laboratory for Plasma and Fusion Energy Studies 
University of Maryland 
College Park, Maryland 20742 

The accuracy of the remote sensing of species in the atmosphere using a 
differential -absorption LIDAR (DIAL) system is dependent upon the determina- 
tion of the value of the “on-resonance" DIAL return compared to the "off- 
resonance" value. The accuracy of such measurements can generally be im- 
proved by increasing the number of measurements and taking average values. 
This paper describes the results of an experiment which directly measured 
the effect of averaging on the measurement uncertainty, where the uncertainty 
is defined by the standard deviation of the mean value of the returns. Our 
results show that the reduction of the standard deviation by signal averag- 
ing over increasing numbers of pulses is much smaller than would be antici- 
pated for independent measurements and is due to small but long-term tempo- 
ral correlation. The results are shown to be in excellent agreement with a 
theoretical analysis which takes the correlation of successive LIDAR returns 
into account, 

A dual mini -TEA CO 2 DIAL system was employed for the experiment.! The 
first of the two CO 2 lasers in the dual -laser system (laser 1) was fired on 
the P(28) laser transition, and 50 ys later laser 2 was fired on the P(22) 
transition, both in the 10.6 ym band. The atmosphere is effectively 'frozen* 
over this time interval. 2 The laser outputs were directed along identical 
beam paths to a flame-sprayed aluminum plate at a range of 2.7 km, which 
served as a diffusely reflecting target. A total of 22,528 LIDAR return 
pulses from the target were recorded for each of the two lasers. The process 
took 40 minutes, corresponding to a pulse repetition frequency of slightly 
under 10 Hz. Due to computational constraints, analysis was limited to sets 
of 12,288 pulses from each laser. The results obtained from the initial and 
final sets of data are therefore presented separately. 

The measured normalized standard deviations of the LIDAR return pulses 
averaged over every successive N pulses, on, are presented in Figs. 1(a) 
and 1(b) for the initial and final sets of data, respectively. In all four 
sets of data the reduction of on with increasing N is much slower than the 
N-1/2 dependence expected for uncorrelated signals. In addition, the near 

*The Lincoln Laboratory portion of this work was supported by the National 
Aeronautical and Space Administration and the Air Force Engineering and 
Services Center. 

**The University of Maryland portion of this work was supported by the 
Department of Energy. 
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"flattening" of with large N seen in Fig. 1(b) is consistent with the 
long-term atmospheric drift observed during this period. 

These results can be explained by a theoretical analysis which considers 
the effect of pulse averaging in the presence of temporal correlation. Let 
us define = I(tk) as the normalized deviation of the k^h pulse return 
(occurring at time t|^) from its mean value over the full set of data. That 
is, 

( 1 ) 

J 


where is the k^h lIDAR pulse return signal. Then, the temporal correla- 
tion function for a delay time equal to jx is given by 






a"(T-j) k=l 


^k+j 


<2) 


where a is the normalized standard deviation of the full set of individual 
pulses (N=l), r is the total number of pulses in the set, and t is the in- 
terval between pulses. 

It can be shown that, to a good approximation, the pulse-averaged stand- 
ard deviation is related to the temporal correlation by the equation 






N-1 
I+2Z 
i j=l 


(1- j/N)o. 


1/2 


( 3 ) 


It should be noted that in the absence of correlation (pj=0), Eq. (3) predicts 
the expected dependence. 

The LIDAR data were used to evaluate the temporal correlation coefficients 
pj for j=l,2,4,8, . . . ,1024,2048, with a linear interpolation used for the inter- 
mediate values. These values were then used in Eq. (3) to calculate and 
the results were compared with the measured values of shown in Figs. 1(a) 
and 1(b). The agreement was found to be excellent. 

These results serve to validate Eq. (3) and indicate that the improve- 
ments available through signal averaging of LIDAR returns reflected from 
hard targets can be severely limited by the presence of small but long-term 
temporal correlation. In addition to presenting the correlation functions 
obtained from our data, a discussion of the nature of these limitations will 
be presented. 
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Fig. 1. Standard deviation of LIDAR return signals as a function of the 
number of pulses averaged. 
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STATISTICAL PROPERTIES OF CO 2 LIDAR RETURNS FROM TOPOGRAPHIC TARGETS 
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Abstract 


Due to the many potential applications of infrared lidar to 
measurements of gaseous and aerosol composition in various atmospheric 
regions, the influence of diffuse (optically rough) topographic targets 
on the return signal intensity fluctuations must be well characterized. 
Often topographic targets are the most convenient means of providing a 
backscattered signal when measurements are to be made over an atmo- 
spheric path. Yet the far-field speckle pattern which is produced when 
a rough surface is illuminated by coherent radiation produces intensity 
fluctuation effects which are not always well understood and are often 
difficult to separate from effects of atmospheric turbulence or trans- 
mitter beam jitter. The statistics of fully developed speckle patterns 
are well understood [1,2], The reduction of the variance in detected 
intensity through aperture averaging is straightforward [1,3] and has 
been employed in many DIAL systems which use direct detection [4]. For 
coherent detection systems, aperture average is not an option, and one 
would normally expect to observe the effects of fully developed speckle 
when using topographic targets. However, when short-pulse laser trans- 
mitters are used, there are cases for which the coherence length of the 
radiation is not large compared to the depth variation of the ensemble 
of scatterers which provide the backscatter. In such cases, the statis- 
tical properties of the lidar signal change significantly. 

We report the results of a study of the probability distribution 
function (pdf) of detected intensity when using a TEA CO 2 laser trans- 
mitter and various topographical targets at a distance of approximately 
2 km from the instrument. The receiver optics were designed for coher- 
ent detection; consequently there was no aperture averaging. However, 
the receiver was used in a direct detection mode, making it possible to 
study speckle effects on return signal intensity for two cases: (1) a 
free-running, multi-longitudinal-mode TEA laser, emitting pulses with a 
spectral bandwidth of approximately 4 GHz (0.13 cm~l) and pulse duration 
of 200 nsec., and (2) an injection-locked TEA laser, emitting a single- 
longitudinal-mode (SLM) with a spectral bandwidth dictated by the 



Fourier transform of the pulse duration, also 200 nsec. Histograms 
were plotted depicting the pdf of detected intensity when scattering 
from various topographic targets, for each of the two cases. Examples 
are shown in Figures 1 and 2. 
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Figure 1. Histogram of return 
signal intensity from "flat" target. 

In Figure 1 are shown the results when scattering from a painted 
structure attached to a reservoir dam. Although this surface is 
rough compared to the 10 pm wavelength, it is a flat surface when 
compared with the pulse coherence length. The resulting pdf is 
approximately exponential, as expected. 
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TREE TOP FOLIAGE 
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Figure 2. Histograms of return signal 
intensities from tree top foliage. 

In Figure 2 are shown the results when scattering from tree top 
foliage in a wooded region near the reservoir dam. The pdf's for 

both the multi-mode and SLM cases are closer to a log-normal dis- 
tribution than an exponential distribution. This is to be expected 
for the multi-mode case, in which the coherence length is short com- 
pared with the depth variation of the tree foliage target. However, 
the results for the SLM case are mildly surprising. Apparently the 



tree top target significantly alters the pdf from that expected for a 
fully developed speckle pattern. An estimate of the mean intensity 
(to an uncertainty level of 10%, for example) can be determined with 
fewer pulses as a result. These and other examples will be discussed. 
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MEASUREMENT ERROR IN AIRBORNE CO 2 LASER HETERODYNE 
SENSOR FOR MONITORING REGIONAL OZONE DISTRIBUTIONS 

Kazuhiro Asai, Toshikazu Itabe, and Takashi Igarashi 
Radio Research Laboratories 
Ministry of Posts and Telecommunications 
Koganei, Tokyo 184, Japan 


1. Introduction 

The airborne laser remote sensing has been featured as a powerful and useful 
technique for measuring regional distributions of ozone concentrations in a short 
time. Several groups have worked on developments of airborne remote-sensing systems 
with cw CO 2 lasers and pulsed CO 2 lasers. 

This paper will discuss a measurement error in the airborne CO 2 laser hetero- 
dyne sensor for ozone measurements. A brief description is given of our airborne 
system and of flight experiments for the differential albedo and various ground 
surfaces . 


2. Analysis of Measurement Error 

We assume that there is no Interference from other gases. When the aircraft is 
flying toward the x-direction, ozone column density between the aircraft and the 
ground at point x is estimated by using the differential absorption technique as 
follows : 


N(x) 

R^(x) 


Ra(x) 


I.^ (x)/l„ 


if. 


Yj^(x) 


( 1 ) 


where N(x) is a column density of ozone at point x, A o is the differential ab- 
sorption cross section of ozone molecule, H is an aircraft altitude, Ij[f(x) is 
an intensity of if beat signal in the sky at the point x, I is the laser power, y 
is the albedo of the ground surface at the point x, and subscripts 1 and 2 cor- 
respond to on- resonance line and of f- resonance line, respectively. R^ defined as 
the ratio of albedo should strongly depend on materials of ground surfaces. Knowl- 
edge about R^ at various ground surfaces, e.g., town, suburbs, country, sea, etc., 
is required in advance for calculation of the ozone density from eq. (1). 

According to "a law of error p^ropagation” , a square of the relative standard 
error of ozone number density (AN/N)^ is given by 
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where AN, AH, A Rj, and A are standard deviations of N, H, Rj, and R^ and 
N, H, Rj, and R^ are averages of N, H, R^, and R^, respectively. We will dis- 
cuss each term as follows: 

(i) Term of AH/H; this term is resulting from random changes of pitch and roll 
angles of the aircraf t_during flights. However, even if the^e angles randomly 
change ±5 degrees, AH/H gives only an error of 0.8% in AN/N. 

(ii) Term of A Rx/Rj: this A Rj/Rj is divided into two factors. One of these 
is due to changes of optical axes of transmitter, heterodyne receiver optics by 
mechanical vibrations, and heating in the aircraft. The other factor is resulting 
from instabilities of signal processing and recording electronics instruments. The 
error caused by these factors is called the systematic error. This error should be 
reduced by careful designs and alignments for the system. 

(iii) Term of A R^/R^: this term is due to the fact that the albedo of the ground 

surface depends on laser lines. The error caused by this frequency dependence of 
ground surface’s albedo is an uncontrollable factor. Measurement error of this 
airborne system might be eventually determined by this term. 

_Fig. 1 shows a calculated result for the relative standard error of R^^ vs 
A N/N. As shown in Fig. 1, the fluctuations of R^ will be serious problems in 
the flight operations for measuring regional ozone concentrations. 


3. Experiments 

A block diagram of our airborne laser heterodyne sensor is shown in Fig. 2. 

The system under development is divided into three sections: i.e., transmitting- 

receiving optics including two waveguide CO 2 lasers, the heterodyne receiver, data 
acquisition electronics and recording instruments. P(14) is used for on-resonance 
line, P(24) for off-resonance line. Both outputs of each laser are about 500 mW. 
Two laser beams are pointed the direction of 7 degrees back of nadir. Frequency of 
if beat signal from the HgCdTe mixer was 1.5-2. 5 MHz at the flying speed of 250 km/ 
hour. The if beat signals were detected by an envelope detector through a pre- 
amplifier and a if bandpass filter, then recorded in an analog data recorder.- Off- 
line data analysis were made by a computer in the laboratory for all data recorded 
in the aircraft during flights. The experiments were made over 20 hours observing 
various ground surfaces; i.e., big cities, suburbs, countries, forest, sea, and 
ground covered ;^th snow. The aircraft used in the flight was Grand Commander 685. 
Table 1 shows R^ normalized by Ry^ of a doppler shifter in aluminum for big 
cities and countries. 


4 . Summary 

We discussed the importance of preliminary knowledge about the ratio of the 
albedo, R^ and A R^, of various places for minimizing the measurement errors. We 
don’ t think that our experimental data are enough to determine R^ and A Ra for 
the above places (big cities and countries) . It is still necessary to fly for the 
determination of this Ra at various ground surfaces. 

Further analyzed data including Fourier transforms will be discussed at the 
conference . 
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TABLE I.- MEASURED IN THE FLIGHT EXPERIMENT 



R. normalized by aluminum 
^ doppler shifter 

Big cities 
Country 

0.9 

1.26 




Fig. 1.- Estimated curves 
for measurement error, 

AN / ¥ vs. ^ with 

parameters of aircraft 
altitude . 
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Fig, 2,^ Block diagram 
of airborne CO 2 laser 
heterodyne sensor for 
monitoring regional 
ozone concentrations. 
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A HIGH PRESSURE LASER FOR LIDAR MEASUREMENTS 
OF POLLUTANTS IN THE ATMOSPHERE 

John C. Petheram and J.W. van Dijk 

University of Hull, Dept, of Applied Physics, Hull, UK, HU6 7RX. 

INTRODUCTION 


Until the invention of the TEA CO laser in 1969 only ozone 
and sulphur dioxide (in the UV) and nitrogen dioxide (in the 
blue) were considered accesible to laser monitoring by virtue of 
the fortunate coincidence of possessing an absorption spectrum 
which overlapped an existing laser wavelength. The TEA laser 
immediately offered high peak powers on many regularly spaced 
emission lines between 9 and 1 1 microns where many more chemicals 
of interest absorb. The lasers were easy to fabricate, the 
laser medium was of low cost, and the dual properties of high 
pulse energy and high repetition frequency made the data 
collection task easier. The operational capability of LIDAR 
systems was also enhanced by the improved propagation 
characteristics at this wavelength. A number of CO^ LIDAR 
systems were constructed, both for anemometry and differential 
absorption (DIAL), and operated more or less successfully. 

Recently, however, it has been suggested that CO^ lasers 
operating at a pressure above atmospheric might be more suitable 
for future pollution monitoring systems. The reason is that 
although the TEA CO^ laser emits a multiplicity of individually 
selectable wavelengths, these wavelengths are fixed to within a 
few tens of megahertz. Thus, a laser frequency will often probe 
more than one molecular absorption feature at a time making the 
specific identification of a particular chemical species 
difficult. Also, if the background interfering species is water 
vapour, as is likely to be the case in the troposphere, 
variations in the absolute humidity will lead to an inaccurate 
estimation of the target chemical concentration [1]. A further 
complication for DIAL systems which use the atmospheric aerosol 
as the reflector is that absorption by the aerosol makes the 
backscattering term a sensitive function of frequency and 
relative humidity [2]. This leads to systematic errors in 
determining the chemical species concentration. These effects 
may be minimised if we have available a tunable source such that 
by judicious selection of the laser frequency we only probe a 
single spectral line belonging to a single chemical species at 
any one time. 

Increasing the gas pressure in a CO^ laser causes the 
individual vibrational-rotational transitions to broaden. At a 
pressure >10 atmospheres the gain curve is essentially continuous 
over the 9-11 micron region and the output broadly tunable 
allowing the desired laser frequency selection to be mads. 
Unfortunately this virtually uniform gain gives rise to increased 
linewidth and decreased stability and, in order to probe 



atmospheric absorption lines (which possess a halfwidth of =3GHz) 
a laser linewidth and stability of =100 MHz is necessary. This 
has led to the laser which has been constructed at the University 
of Hull, specifically for DIAL applications, containing many 
novel design features in an effort to produce a stable, narrow 
line output. 

LASER DESIGN 

High pressure lasers require a pressure vessel to contain 
the gas and traditionally this has been simply a metal tube with 
end plates bolted on to flanges. The plates are perforated to 
allow access for the essential services: gas, electricity and 
water if required. Our design is fundamentally different in this 
respect, however, since it consists of two concentric cylinders 
the space in between being filled with water. The water will 
eventually act as the main energy storage capacitor but initially 
serves just to add mass to the laser head and damp- out acoustic 
vibrations . 

The concentric cylinders are pierced at 6 places around 
their circumference with three pairs of diametrically opposed 
access slots; these allow electrode supports or windows to be 
positioned in place. The fact that the electrodes can be moved 
between different pairs of slots allows for future insertion of 
an amplifier if need be. The provision of the windows means that 
the discharge can be viewed and interferometry, Schlieren 
photography or holography used diagnostically. The slots also 
allow the high voltage supply to be fed in the side rather than 
the end, substantially reducing the firing circuit inductance. 

The electrodes in a TE laser need to be manufactured to very 
high tolerances and aligned very carefully. The electrode is an 
equipotential surface and careful alignment reduces the 
possibility of the glow discharge degenerating into an arc with 
consequent non-uniform energy deposition and loss of efficiency. 
This is important because arcs damage the electrodes and 
non-uniform energy deposition leads to refractive index 
discontinuities and poor output mode quality. The electrodes in 
the Hull laser are Chang profiles [3l and have been manufactured 
using numerically controlled machinery assuring that at all times 
the material was strain free. They may be aligned by screw 
adjusters when they are in position in the vessel, unlike the 
normal practice of resorting to shims and washers. This 
arrangement also lends itself to the possibility of the 
electrodes being deliberately inclined by known amounts to 
parametrically study the intrapulse chirp. 

To prevent the discharge forming arcs when the main voltage 
is applied the gas needs to be preconditioned, i.e., preionised to 
aid formation of a uniform glow. There are many ways of doing 
this but one of the simplest and cheapest is UV photoionisation 
(UVPI). Here, subsidiary discharges (sparks) are struck at some 
distance away from the lasing volume and UV photons propagate 
towards the gap. Electrons produced by one-step photoionisation 



of impurities in the gas serve to seed the discharge. Palmer [M] 
has shown that at a pressure of 10 atmospheres an electron 
density n e/cm’ is required and Babcock et al [5] have 
derived expressions for the number of electrons produced by a 
single spark as a function of energy(J), peak spark current(j), 
inductance(L) and pressure(P). Babcock's equations together with 
Palmer's criterion have allowed us to model the UVPI electron 
density distribution in three dimensions and select the best 
combination of parameters to achieve as uniform a distribution as 
possible . 

The empirical equation used is; 


n^ = 4x10“^ j (CV^P/2N)^*^.^Z d,^N^(P,d, ) 
e i=1 1 e 1 

where N is the total number of sparks and d^ can be found 
by Pythagoras. (P,d- ) is derived from Babcock. 

Controllable parameters, voltage, inductance and capacitance 
enter via j = V(C/L)‘’** and J=0.5CV^ . Typical results are shown 
in figs. 1 and 2. Fig. 1 shows the configuration used in our 
laser (15 sparks opposite 14) and fig. 2 the effect of too few 
sparks. In general we conclude: 

(i) the sparks should be in a double row opposite one 
another and offset to give improved uniformity. 

(ii) in order to achieve a flat distribution along the 
electrode and across the width a spark is required every =2 cm. 

(iii) the spark array must be longer than the electrodes to 
avoid the tail-off effect, with 25-cm electrodes we use a 30-cm 
PI. 


(iv) the most sensitive parameter is the distance of the 
spark array from the electrode center line. Our PI is adjustable 
between 2 and 5 cm. The figs, show the case for d s 3 cm. 

Preliminary testing of the device is in hand and some early 
results will be presented. 
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Infrared Doppler Lidar Antenna Design Considerations and 
Performance Characteristics of the NOAA Ground Based Doppler Lidar 


T. R, Lawrence 

National Oceanic and Atmospheric Administration 
Environmental Research Laboratories 
Wave Propagation Laboratory 
Boulder, Colorado 80303 


ABSTRACT 

Inference of target properties from Doppler lidar returns requires 
precise knowledge of system efficiency, attenuation and degradation due 
to atmospheric propagation effects and system parameters respectively. 
Within the latter category, the parameters that determine the range 
dependence of the system response function (the antenna gain function) 
are the telescope diameter, the range at which the telescope is focused 
and the beam illumination irradiation patterns on the transmitting 
and receiver apertures. The results of an analysis of the antenna gain 
function dependence on these parameters will be presented and the 
predictions compared with experimental data. The results presented are 
useful as guidelines in design of systems for applications requiring a 
match of the antenna gain function to the requirements of a particular 
application, or for what is usually the requirement, that of maximizing 
performance at long range. 

It is shown that the heterod 3 nie signal calculation can be accomplished 
at the target plane using transmitter and local oscillator fields trans- 
formed to that plane. To retain flexibility in assignment of beam 
apodizations, the FFT algorithm as described by Sziklas and Siegman is 
used to calculate the fields in the target plane. The results show a 
marked dependence of the range dependence of the lidar response on 
system parameters. Performance characteristics of the NOAA Doppler lidar 
are considered and compared with predictions. For detection of calibrated 
diffuse targets, the signal return is within 6 dB of theoretical after 
compensation for easily measured system losses. 


103 



COLOR DISPLAY AND PROCESSING OF DOPPLER LIDAR DATA 


R. Jeffrey Keeler 

National Center for Atmospheric Research 
Field Observing Facility 
P.O. Box 3000 
Boulder, CO 80307 

and 

R. Michael Hardesty and David K. Churchill 
National Oceanic and Atmospheric Administration 
Wave Propagation Lab, R45x2 
325 Broadway 
Boulder, CO 80303 


Several research groups have built pulsed coherent C0« Doppler 
lidars that are capable of obtaining clear air aerosol returns in the 
boundary layer at ranges in excess of 20 km. The Wave Progagation Lab 
of the National Oceanic and Atmospheric Administration has developed one 
such system that is described elsewhere in these abstracts(l ) . This 
lidar system produces field data tapes which contain the sampled complex 
time series of returns from each pulse. Coherent lidar returns from a 
single pulse are processed off-line to extract the backscatter and 
velocity at all ranges within a single pulse. 

In the last few years radar meteorologists have been able to study 
the detailed structure of atmospheric flow fields both in real time and 
during post-processing by utilizing color-coded plan position indicator 
(PPI) displays(2). Similar PPI displays of lidar backscatter and velo- 
city v/ould allow one to readily detect meteorologically significant 
structures such as wind shear, gust fronts, downbursts and mesocyclones 
in the clear air and to qualitatively estimate the profile of the hori- 
zontal wind field. Such measurements and event detection would be much 
more difficult using only one-dimensional velocity plots along a single 
beam or scanning a processed set of velocity azimuth display (VAD) out- 
puts. The color aspect of the display allows the viewer to see fine 
fluctuations in the field more readily as well as presenting an image 
that is pleasing to view. The two dimensional display contains spatial 
information that is not available in one dimensional plots and color 
provides the psychological effect of making us want to look at the 
meteorological information contained in the image. 

The meteorological radar (microwave) community has a well developed 
technology and mature data analysis procedures for processing multiple 
Doppler radar (or lidar) data. In particular they have developed a 
common Doppler radar exchange format for insuring compatible data sets 
collected from different radarsC3). The National Center for Atmospheric 
Research (NCAR) has developed a sophisticated color image display and 
processing capability which accepts these universal exchange format data 



tapes(4). The Research Data Support System (RDSS) is a dual -processor, 
multi-user computing facility based around a DEC VAX and PDF 11/60. The 
total disk storage is over 2 Gbytes and memory is over 4. Mbytes. This 
large mass storage can hold several thousand images for sequential image 
processing and rapid access of different images. The images are dis- 
played on two COMTAL programmable display and processing systems. 

Standard image processing features (roam and zoom, range-azimuth grids, 
alphanumeric labelling, color table definition, add/subtract images, 
etc.) are available as well as special features (intensity of the velo- 
city image enhanced by the reflectivity image and two- or three-dimensional 
spatial filtering). The images can be recorded on 35 mm or Polaroid 
film or a color printer. 

We have converted field data tapes from NOAA's lidar to the univer- 
sal exchange format for display and further processing on NCAR's RDSS. 

We will present color images of lidar backscatter, radial velocity, and 
a measure of reliability. The backscatter (beta) will be displayed on a 
logarithmic scale, dB3 = 10 log3 with 3 in (m str)“^ and the velocity in 
m.s"’’. We will compare 1 idar-derived images with radar-deri ved images to 
show how the two remote sensor systems differ in sensitivity to various 
meteorological targets, different wavelengths, and different target 
volumes. 

Although real atmospheres are three-dimensional, many remote sensing 
systems treat the data as if it were one-dimensional. Specifically, a 
coherent Doppler lidar system gives a backscatter and radial velocity 
measurement at each range gate along the beam. The small beam diameter 
and short coherence time of atmospheric targets that are typical of 
coherent infrared lidars prevent our performing coherent integration 
over three-dimensional volumes of a size larger than the pulse volume. 
Consequently, we are justified in performing coherent processing in only 
one dimension to estimate the aerosol density, the radial velocity, and 
even the spectral width, which gives an indication of shear and turbu- 
lence within the sampled volume. Any additional processing of the 
range-gated data can most easily be done off-line after the data are 
recorded. 

For many purposes spatial averaging techniques are adequate; however, 
the detailed aerosol or velocity structure is lost. When detailed 
spatial relationships are required, we desire a true three-dimensional 
display or an effective two-dimensional presentation (an image) of the 
three-dimensional information. Perhaps 3D holograms could be implemented 
directly with optical waves, but the technology for achieving such 
displays may not be practical. 

Digital imaging systems, however, are commonplace. A set of PPI 
image displays taken at different elevation angles contains an enormous 
store of three-dimensional information presented as a sequence of two- 
dimensional images. Present lidar systems can measure accurately both 
the aerosol density and the radial velocity over a very large dynamic 
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range. By color encoding the range gated data in each image, we may 
readily observe the fine structure in the lidar reflectivity and velo- 
city fields. If many of the two-dimensional fields (taken at constant 
elevation angles) are stored in a computer having a sufficiently large 
memory and if the data base can be accessed appropriately, then 2D 
images corresponding to any plane slice through the 3D volume scan can 
be displayed. This capability is entirely satisfactory for many atmos- 
pheric science investigations. 

Color coded PPI plots of range-corrected lidar intensity allows us 
to observe the structure and behavior of aerosol masses in the clear 
air. The structure of aerosol "clouds" in and above the boundary layer 
needs to be better understood in order to properly estimate the perfor- 
mance of various proposed infrared lidar systems. Because the aerosol 
targets characteristic of clear air returns decorrelate within a few 
microseconds under typical atmospheric conditions, the returns from 
consecutive pulses are uncorrelated. However, many times the aerosol 
returns from consecutive pulses have the same mean power and velocity, 
and pul se-to-pul se averaging provides a more precise measurement of 
these values. By displaying the lidar data in a two-dimensional PPI 
format, we can visually detect changes in the mean value of backscatter 
or velocity. If we desire to smooth fluctuations caused by noise or by 
the Rayleigh target, we can perform spatial smoothing on the image field 
plus a host of other well known image processing algorithms. 

An immediate question that comes to mind when displaying lidar data 
having a narrow beamwidth of approximately 1 m at a range of 20 km and a 
beam separation approximately one degree is "Should we fill in the area 
between the actual sensed volumes or leave them blank?" We have found 
from preliminary image displays that overlaying multiple scans of narrow 
beamwidth data so that random filling yields a fully illuminated image 
provides a useful display. We will show examples. 

NCAR's RDSS includes an interactive editing capability(5) that 
allows the user to explore the above question and to evaluate various 
other data transformations and presentations. For example, we can 
remove the mean wind motion from a velocity image and see the circula- 
tion and convergence areas more readily. We can perform gate-to-gate 
differencing to detect shear regions. We can perform three-dimensional 
smoothing to remove speckle from closely spaced beams. We can "unfold" 
aliased velocities based on spatial continuity. And we can construct 
RHI (Range Height Indicator) or CAPPI (Constant Altitude PPI) scans from 
a volume of PPI scans. The flexibility of this interactive editing 
facility has been demonstrated for microwave radar data. We will extend 
these capabilities and show how the RDSS color imaging system will 
enhance the meteorological applications of a scanning Doppler lidar 
system. 
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1, Introduction 

In lidar the range resolution is usually obtained by 
the measurement of return time of a scattered laser pulse. 
This pulse technique belongs to the impulse response method. 
It is also possible to obtain the response function by 
demodulating the scattered signal of modulated CW laser 
light. In the case of modulation by a pseudorandom code, 
demodulation can be performed by taking correlation with 
the modulation signal itself. 

In this paper, we report on a new lidar technique 
pseudorandom-code modulated CW lidar. Although Doppler 
lidar and long-path absorption method use CW lasers, they 
lack the ability of obtaining spatial resolution. An FM 
(frequency modulation) CW lidar^J was proposed, and a pre- 
liminary experiments^ was reported. However, an FM CW lidar 
requires the detection of frequency beat. On the other hand, 
the pseudorandom-code modulated CW lidar (hereafter we call 
this lidar random modulation (RM) CW lidar, named after FM 
CW lidar) does not necessarily require phase sensitive 
detection (in principle, incoherent detection is enough) . 
The RM CW lidar is an analogy to a coded pulse radar in 
the microwave range? ^ The latter is operated interruptedly 
to get rid of the strong influence from the short distance. _ 
In the RM CW lidar, we can remove the short range effect by 
adjusting nonoverlapping range between the laser beam and 
the telescope f ield-of-view. 


2 . Theory 

The principle of 
the RM CW lidar is 
shown in Fig.l. 

The lidar equation 
for the RM CW lidar 
is written as 

P(t) = 

+ t>Q(t) (1) 



P(t) 


RESPONSE 
FUNC. S(t) 


Fig.l Principle of RM CW lidar 
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Here P(t) is the signal power, and Pp is an amplitude of a 
CW laser. The noise term bQ(t) is mainly from background 




radiation and noises of a detector and an amplifier andi 
is treated to be completely random. The pseudorandom modu- 
lation code M(t) has a period T, and here we use the maxi- 
mum-length sequence (M- sequence) in the p-th order (in our 
experiment, p=10) . The response function S(t), correspond- 
ing to an A-scope in a pulsed lidar, is given by 

S(t) = n(c/2)A^8^(R)T^(R)Y(R)/R? 

R = t(c/2) ^2) 


The usual lidar equation in pulsed operation is described 
in terms of S(R)(eq.(2)) as 


Pj.(R) = 


P , T S(R) + b,,(R) 
pulse p 0 


The M-sequence has the following feature: 


(3) 


M (t • ) M (f -tg) df 


1 (tg=0,T,2T,...) 

-1/N (otherwise) 


(4) 


where N = 2^-1. 

Using the above relation, the response function (spatial 
distribution profile of the scatterers) can be obtained from 


S(t) = ^ /^P(t')M(t'-t)df 
^0 ^ 


(5) 


3. Characteristics of the RM CW: lidar 

The RM CW lidar has the following characteristics: 

1) the ability same as a pulsed lidar with the averaged 
power of P«/2/ 

2) better stability due to CW operation, 

3) great improvement in induction noise from laser discharge, 

4) automatic zero-level correction by no correlation between 
pseudorandom code and random noise, 

5) compactness of the system, 

6) hindrance by large contribution from the short range, 
which is reduced by adjusting Y (R) so that Y (R) is zero 
up to a long distance. The use of Y (R) for eliminating 
the short range influence can be possible due to the 
small laser-beam divergence. 


4. Experimental 

In Fig. 2, the block diagram of the experimental setup 
is shown. The Argon ion laser has an output power of about 
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Fig. 2 Block diagram of Fig. 3 An example of the 

the experimental setup measurement 


one watt. A pseudorandom pulse generator provides the 
modulation code of the lOth-order M-seguence, which has 1023 
(2l0_i) elements. Each element has the gate time longer than 
80 nsi We used the gate time of 200 ns, which corresponded 
to the range resolution of 30 m. A CW laser light, modulated 
at an electro-optical modulator, is emitted to the atmosphere. 
Scattered light is collected by a Newtonian-type telescope 
with a 15 cm aperture. Scattered-light signal is passed 
through a narrow-band interference filter, is detected 
by a photon-counter, and is cyclically summed into a high- 
speed accumulator with 1023 segments. After cyclic summation, 
they are transfered to a minicomputer and the delayed corre- 
lation with the modulation code is taken. An example of the 
processed data with gradual increase in the delay time is 
shown in Fig. 3. From the data it is found that Y(R) departs 
from zero at the distance of 2.4 km and that it reaches the 
maximum at R = 4.2 km. Using an Argon ion laser with a 
power of less than 1 W, aerosol quantity was recognized up 
to 12 km. In conclusion, we are convinced that the RM CW 
lidar is an excellent system to have very low noise-level 
and to detect small amount of scatterers. 
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MINIATURE SURFACE CORONA UV PREIONIZATION 
STABILIZED MULTIKILOHERTZ TEA LASERS^ 

V. Hasson 

Avco Everett Research Laboratory, Inc. 
Everett, MA 02149 


SUMMARY 


The surface corona UV preionization stabilized discharge 
scheme developed by the author and co-workers has been applied 
successfully to a variety of low-rep— rate IR and UV TEA 
lasers^”^. The basic concept has also been used to energize 
waveguide and miniature lasers (plasma volume < 1 cm3)3- • a 
miniature N 2 ~l 3 ^ser has been operated with axial gas flow at 
rep-rates of up to ~ 1 kHz^. 


The main objective of the present program has been to 
develop a high repetition rate discharge technology suitable for 
the excitation of miniature TEA lasers at 10-15 kHz. The sur- 
face corona UV preionization scheme has been successfully 
adapted to a transverse flow geometry to achieve rapid hot-gas- 
clearing. The scheme is presently being applied to the develop- 
ment of a very compact 10 kHz helium-free CO 2 laser with aver- 
age powers of 100 watts and peak powers of >100 kW in the TEMoo 
mode; the total discharge volume is <1 cm^ and the discharge 
length is only 10 cm. 


The paper will review the discharge stabilization, pulsing 
and transverse flow scheme and highlight important phenomena 
which control key system performance parameters such as 
specific energy loading, flush factor and medium homogeneity. 

The paper will review discharge and time-resolved interferon 
metric data which were taken to identify and resolve issues 
which have hitherto limited the performance of TEA lasers 
operating at high rep-rates. 


The various flow, discharge and pulsing concepts developed 
in this program are appropriate to closed-cycle laser systems 
and can also be scaled to substantially larger devices. 
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Calibration and Data Analysis Procedures for the 
High Spectral Resolution Lldar 


11 2 
J«T. Sroga , E.W. Eloranta , and F«L. Roesler 

1) Department of Meteorology, 2) Department of Physics 

University of Wisconsin 
Madison, WI 53706 


This -paper discusses calibration and data analysis procedures developed 
for the High Spectral Resolution Lldar (HSRL) • Calculations of the range depend- 
ence In the calibration coefficients for the HSRL receiver will be presented* 
Examples of HSRL data analyzed using these procedures will be shown. 

The HSRL measures the aerosol to molecular backseat ter ratio, the aerosol- 
backscatter cross section, and the total-extinction cross section by separating the 
elastlcly scattered aerosol signal from the thermally Doppler broadened molecular 
contribution. The aerosol-molecular backscatter separation Is achieved by tuning 
the transmission peak of a high-resolution (X/6X * 10 ) Fabry-Perot optical Inter- 
ferometer to the wavelength of the narrow-hand laser transmitter. Lldar 
backscatter contributions near the laser wavelength (primarily aerosol 
contributions) are transmitted through the Interferometer to an "aerosol" channel 
detector. Light not transmitted through the Interferometer Is reflected to a 
"molecular" channel detector which measures light which Is predominantly Doppler 
shifted. The signals and Sm, measured in the "aerosol" and "molecular" chan- 
nels, respectively, are linear combinations of aerosol, N , and molecular, N , 
backscatterlng contributions; 

S (R) - C (R) • N (R) + C (R) ' N (R) 
a'“ ' aa'“ ^ sr * ma'' * n. ^ * 

^ (R) - C (R) • N (R) + C (R) ' N (R) 

Sm * am^ •' a^ mm ' m 

The calibration coefficients (C. . , i,J “ a,m) are calculated using the 
known spectral distributions for light backscattered from aerosols and molecules 
along with the measured spectral bandpass characteristics of the receiver channels. 
The spectral bandpass for each of the receiver channels can be calculated from the 
Fabry-Perot spectrometer design parameters and the backscatter intensity distribu- 
tion in the spectrometer entrance aperture. (See reference 1.) The illumina- 
tion of the HSRL spectrometer aperture Is not uniform and It changes with range to 
the backscatter volume. The calibration coefficients, therefore slightly 

range dependent* A model of the transmitter-receiver telescope geometry Is used to 
estimate the range dependence of the aperture Illumination* 

Fig* 1 Illustrates the measured transmission of each channel as a function of 

transmitter detuning for uniform Illumination of the spectrometer entrance aperture 
with diffuse laser light* The solid and dashed curves represent model calculations 
for the transmission of each channel* Fig. 2 Illustrates the range dependence of 
the calibration coefficients computed from the theoretical models of the HSRL 
spectrometer and range-dependent Intensity distribution In the spectrometer entrance 
aperture* 
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The Importance of the range dependence In the HSRL callhrations c$xi be 
seen In analysis of HSRL data. Figs. 3 and 4 show analysis of data obtained 
during a 7 Aug 1980 evaluation flight. The backseat ter cross sections, back- 
scatter ratio and extinction cross section are shown using the range-dependent 
calibration. Also shown are the extinction cross sections calculated with 
uniform calibration coefficients; these Indicate the sensitivity of HSRL results 
to the range dependence of the calibrations. The In situ scattering cross-sec- 
tion measurements were obtained in reference 2. 



Fig. 1. The spectral distribution of the "aerosol" (+) and "molecular" pass- 
bands of the HSRL spectrometer. This data was obtained during 7 Aug 1980 flight 
experiments using diffuse, laser light Inserted Into the spectrometer entrance 
aperture. The solid ("aerosol") and dashed ("molecular") lines are theoretical 
calculations of the passbands obtained by a least-squares technique. 



Fig. 2. Range dependence of the HSRL calibration coefficients calculated from 
the spectral distributions of the two-channel spectrometer passbands and a 
simple model of the range-dependent Intensity distribution In the spectrometer 
entrance aperture. This range dependence Is calculated from calibration data 
obtained on 7 Aug 1980 flight experiment. 
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Fig. 3. Height profiles of molecular and aerosol backscatter cross sections 
obtained with the HSRL between 18:38 and 18:51 EOT on 7 Aug. 1980. The dashed 
line on the left is the molecular backscatter cross section for a summer, mid- 
latitude atmospheric model described in reference 3. The open circles on the 
left show the observed molecular return normalized to the model of reference 3 
at a height of 2.2 km. A direct measure of atmospheric extinction is provided 
from the decrease of the HSRL molecular measurements with Increasing range from 
the aircraft. The open circles on the right graph show the aerosol return 
before correction for attenuation. The dashed line on the right Is the aerosol 
backscatter cross section corrected for the two-way attenuation measured from 
the molecular signals on the right. 



Fig. 4. The ratio of aerosol to molecular backscattering measured with the HSRL 
is shown on the left. On the right a height profile of the extinction cross sec- 
tion measured with the HSRL, 0, is compared with simultaneous in situ nephelometer 
measurements, a. Also shown is the HSRL derived extinction profile. A, calculated 
without correction for the range dependence of the spectrometer passbands. 
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Atomic and Molecular Blocking Filters for High-Resolution Lidar: 
A Proposed Method for Measuring Atmospheric Visibility, 
Temperature and Pressure 


H. Shimizu and C. Y. She 
Department of Physics, Colorado State University 
Fort Collins, Colorado 80523 


SUMMARY 

The use of atomic and molecular blocking filters for 
high-resolution lidar is proposed because of its simplicity, 
stability and high dynamic range. By analyzing the high- 
resolution lidar return corresponding to elastic and quasi- 
elastic scattering at two widely separated wavelengths, a 
potentially accurate method for simultaneous determination 
of atmospheric visibility, temperature and pressure is 
suggested. 


A basic lidar system performs the expected function of light 
detection and ranging via Rayleigh scattering of atmospheric gas 
(mainly air) molecules and Mie scattering of suspended aerosol particles 
(including water droplets and ice crystals) . As such, lidar can be 
used to determine the location and distribution of cloud layers, haze 
layers, smoke plumes and inversion layers.^ Although the differential 
backscattering coefficient, 3gj and the extinction coefficient, Ug , of 
atmospheric gas molecules are known, a basic lidar does not have enough 
resolution to determine the volume differential backscattering coeffi- 
cient 3 g p volume extinction coefficient a = Ug + Up 

of the atmospheric aerosol (particles plus gas molecules) simultaneously. 
Here, 3p and Up are, respectively, backscattering and extinction coef- 
ficients due to aerosol particles. Therefore, the desired meteor- 
ological information of aerosol particle scattering and atmospheric 
visibility cannot be determined quantitatively, not to speak of atmos- 
pheric temperature and/or pressure. 

It has been known and its preliminary experiment carried out for 
quite some time^ that while Mie scattering may be regarded as truly 
elastic, Rayleigh scattering of air molecules in visible wavelengths 
is quasi-elastic with its main component (called Cabannes Line)^ 
spread over a spectral width of approximately 1.5 GHz. This suggests 
that if the elastic and quasi-elastic components of the lidar signal 
can be detected simultaneously and spearately, the contributions of 
gas molecules and aerosol particles can be separated and the visibility 
and atmospheric transmission can be unambiguously determined. 

Obviously, a narrow-band laser should be used to confine the Mie 
scattering to within a bandwidth much narrower than 1.5 GHz. At the 
same time, a high- resolution detection system with a narrow-band 
blocking filter should be used to discriminate against particle 



scattering, thus relatively enhancing molecular scattering. 

Preliminary measurements using the concept of high-resolution lidar 
from an airborne system with a copper laser and an elaborated system of 
Fabry-Perot interferometry to block the Mie scattering signal have 
recently been made with encouraging results.^ In order to improve the 
sensitivity and reliability of the high-resolution lidar, we believe 
that research seeking for a simpler blocking filter with high reso- 
lution and higher rejection ratio should be conducted. 

Therefore, in this paper, we propose a high resolution lidar 
system using a single-mode tunable pulsed laser system and a narrow- 
band atomic (or molecular) blocking filter to measure quantitatively 
range-resolved 3p and a (thus visibility) . We further propose that 
if the Rayleigh spectrum of the lidar return is analyzed by a simple 
Fabry-Perot interferometer along with the atomic blocking filter, the 
proposed high-resolution lidar can be used to measure range-resolved 
atmospheric temperature and pressure as well. We will present pre- 
liminary laboratory experimental results with a single-f requency argon- 
ion laser and an I 2 cell as blocking filter to measure its rejection- 
ratio of Mie scattering and to demonstrate the feasibility of the 
proposed concept. We will also discuss the potential of using the 
proposed high-resolution lidar for ground-based long-range measurements 
of visibility, temperature and pressure. Our search for and proposal 
of using atomic blocking filters for available laser systems will also 
be presented. 

One great advantage of using atomic and/or molecular absorption 
as a narrow-band laser blocking filter is its stability in absorption 
wavelength which does not depend on critical optical alignment. Another 
advantage is the high dynamical range in rej ection- ratio of Mie scat- 
tering which can be achieved by simply changing the atomic concentra- 
tion in the filter cell. However, the absorption line in question 
should satisfy several conditions in order to be useful for high- 
resolution lidar. (1) The atomic absorption line should coincide with 
the laser line and the use of a tunable laser will be helpful. (2) 
Atomic or molecular weight in question should be much larger than that 
of air molecules to minimize the Doppler broadening of the atomic 
absorption line. (3) The atom or molecule should have zero nuclear 
spin so that there is no hyper fine-broadening in the atomic transition 
in question. (4) The oscillator strength of the atomic transition in 
question should be large enough to strongly absorb Mie scattering at 
low atomic or molecular concentration. I 2 molecule is only marginal in 
satisfying these conditions. Atomic transitions in Ba at 7913.5 K and 
5537.0 1 are ideal if single-mode alexandrite and pulsed dye 
lasers are used, respectively. Our suggested list of other atomic 
blocking filters will be presented and discussed at the conference. 

Simultaneous measurements of 3p and a can be and have been made 
with simultaneous Raman scattering of nitrogen molecules.^ The 
proposed technique of using Rayleigh scattering is, however, much 
better because of its three orders-of-magnitude larger scattering 
cross-section. Indeed, our estimate shows that using Mie/Rayleigh 
scattering, the simultaneous measurement of 3p and a at 10 km range 



and 30 km visibility should be possible with available ground-based 
lidar systems. ^ 

When the Rayleigh scattering spectrum is analyzed, the temperature 
and pressure of the atmosphere can be measured because the central 
Cabannes line is broadened by both Doppler effect (temperature depen- 
dent) and pressure broadening. The principles behind these temperature 
and pressure measurements are similar to those recently proposed. 

Our technique offers simplicity and reliability in analysis of Rayleigh 
spectrum^ and unlike the methods of differential absorption, 9 it in 
principle permits the use of any laser wavelength. Since according to 
recent high-resolution Raman results, Doppler broadening and pressure 
broadening at atmospheric pressure are comparable in the visible and 
near infrared, the determination of temperature and pressure using 
resonance absorption requires a careful analysis of the spectral shape 
and the weak spectral wing. We note that Doppler broadening depends on 
scattering frequency used and that pressure broadening is independent 
of the laser frequency. This fact can be used to advantage in our 
method and we propose the use of two wavelength high-resolution lidar 
for atmospheric temperature and pressure measurements. For example, a 
simultaneous analysis of Rayleigh scattering spectra at 1.06 yra and 

0.266 ym should reveal a pressure broadening component of the same 
width plus a Doppler broadening component having widths differing by a 
factor of 4, leading to unambiguous determination of atmospheric 
pressure and temperature. 
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FIELD EVALUATION OF A LASER CLOUD MAPPER 
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A cloud mapping LIDAR system has been acquired by the 
Defence Research Establishment, Valcartier Quebec. Its perfor- 
mance was evalutated during recent field trials which indicated 
that it is capable of mapping dense and rarefied clouds. The main 
results of these trials will be discussed in another paper deliv- 
ered in this conference. 

The computer controlled LIDAR consists of a 30 mJ Nd ; YAG 
laser operating at 1.06 ym and 100 Hz, a scanning mirror, a re- 
ceiver consisting of a silicon avalanche diode plus dual logarith- 
mic amplifiers (6.5 decades of dynamic range) and a transient 
digitizer (see schematic in Figure 1). Figure 2 gives the general 
set up of the field experiment during a typical run. The horizon- 
tal sweep is 90° and the vertical sweep is up to 10°. Returns from 
co-operative targets plus a peak sensor are used for obtaining addi- 
tional transmission measurements on the lowest sweep. 

The paper will also include an examination of the temporal 
and spatial resolution, concentration limits and useful range of 
the system. 
























DESIGN OF A DIAGNOSTIC TO MEASURE TURBULENT DENSITY 
FLUCTUATIONS IN ATMOSPHERE* 

il . S . GO 0 I 3 . 

Department of Mechanical Engineering 
Indian Institute of Technology Kanpur 
Kanpur 208 016, India 

The results of a theoretical study carried out to explore the 
possibility of obtaining quantitative information about density fluc- 
tuations in a turbulent air flow is presented. The specific technique 
considered for analysis is a new three-level gain measurement scheme 
which consists of using a high-power pulse laser to saturate one 
transition of a molecule and then measuring gain on a coupled tran- 
sition of the same molecule with a probe laser. It is shown that the 
most promising of all the three-level schemes considered in CO 2 and 
H 2 O is the one which involves pumping the R(12) line of the 021 ^ 000 
band in CO 2 with an HF laser and measuring the gain on the P(16) line 
of the 021 020 band with a CW diode laser. Our study shows that in 

the case of random and isotropic turbulent flow fields, the energy and 
power spectrum can be obtained with the use of commercially available 
lasers. The possibility of conducting a simulation experiment in the 
laboratory is discussed, and the use of this diagnostic to measure 
turbulent density fluctuations behind an airplane is explored. 


*Work performed under AFOSR contract No. F 49260-78-C-0099 at 
Physical Sciences Inc., Woburn, Massachusetts. 


122 



AIRBORNE LIDAR DUAL WEDGE SCANNER 
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MARSHALL SPACE FLIGHT CENTER 
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ABSTRACT 


Coherent Doppler lidars have been used extensively over the past decade to 
measure a variety of atmospheric phenomena such as clear air turbulence, wake vor- 
tices, and boundary layer winds. For the most part, these systems have been either 
ground-based or non-scanning airborne systems. To overcome these limitations, the 
NASA-MSFC Airborne Doppler Lidar System has been developed which combines the 
flexibility of a scanning system with the mobility of an aircraft platform to 
produce in real time a two-dimensional vector wind velocity (Bilbro et al . , 1982). 
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The purpose of the two-dimensional scanner is to permit velocity measure- 
ments to be made with the lidar system over a plane in space in such a way 
that at least two velocity measurements are made in different directions at each 
point on the plane. The density of data points must be sufficient to provide 
meaningful atmospheric velocity fields while the time between the different 
measurements at each point should be sufficiently short that the velocity does 
not change appreciably. 

The design of such a scanner required a thorough evaluation of the inter- 
relations among scan configuration and- rates, spatial and velocity resolution, 
time, and aircraft velocity. In addition, it was necessary to evaluate the 
problems of aircraft roll, pitch, and yaw, the flight stability of the aircraft 
and the design constraints imposed by the aircraft. 

It became obvious early in the program that the scanner itself was only 
part of the system required to meet the design requirements and that a relatively 
sophisticated control system was also necessary. This control system, which is 
an integral part of the concept, eventually evolved into a Central Timing and 
Control System (CTCS). 

As one of the key elements in the Airborne Lidar Systems, the scanner/CTCS 
had to meet the following criteria: 

1) Scan a 30 cm. diameter, 10.6-ym wavelength lidar beam in a horozontal plane, 
20° forward and aft of a centerline perpendicular to the aircraft flight 
path 

2) Minimize degradation or power loss to the input/output path 

3) Provide variable scan time points at rates up to .25 seconds and variable 
delay time delays at end points 

4) Maintain roll and pitch stabilization over + 5 to 10 degrees with a pointing 
accuracy of 0.1° 

5) Minimize size, weight and aircraft modification while containing the system 
completely within the aircraft 
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The CTCS portion of the system provided the following additional functions: 

6) Interface with the Central Air Data Computer (CADC), the wedge scanner, the 
PDP 11/35, the Inertial Navigation System (INS), and the signal processor, 
sequence (transmitter), ADDAS and Aircraft Time Code system 

7) Calculate coordinates of A/C along track to 50 m accuracy with respect to 
an initial point for a traveled distance of 12 km 

8) Develop a correction to eliminate Doppler shift due to aircraft velocity for 
the signal processor 

9) Provide means of storing and formatting A/C coordinates, scan position, etc., 
until processing of each frame of data is complete 

10) Apply drift angle correction to data 

11) Provide expansion capability such that the generation of more complex scanning 
patterns may be added to the system at a later date 

While the obvious advantages of a dual rotating wedge scanner (i.e., compact 
size, single axis of rotation, etc.) are immediately apparent, questions of opti- 
cal quality, cost and survivability of 30 cm diameter wedges posed possible risks 
to the program. As designed, the scanner incorporates two 3.33° wedge angle 
germanium wedges which produce a maximum combined deviation angle of 20°. Although 
a larger angle was desirable to reduce the error in deriving the crosswind com- 
ponent, the 20° angle allowed utilization of an existing 14-inch clear aperture 
germanium window for a pressure bulkhead. Also, thicker wedges would greatly 
increase motor torque requirements or possibly restrict scanner performance. 

Ultimately, the wedge scanner performance met all design goals. Optical 
performance was better than specified with <0.5 dB two-way signal -to-noise 
reduction per wedge and a deviation angle of 10.24°. The scanner system was 
calibrated onboard the aircraft prior to initiation of the flight test program, 
and aligned relative to the aircraft centerline and INS by surveying five 
lines of sight to a range of 1200 feet. 

Reference 

Bilbro, James W., G. H. Fichtl, D. Fitzjarrald, and M. Krause (1982) 
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EFFECT OF SEA SURFACE STRUCTURE ON OCEANOGRAPHIC 
FLUORESCENCE LIDAR SIGNALS 


U , Gehlhaar 

University of Oldenburg 
FB 8, Physik, 
D-2900 Oldenburg, FRG 


ABSTRACT 


Oceanographic fluorescence or Raman lidar systems offer 
the chance to investigate the surface layer of the oceans 
synoptically with high sensitivity /1-4/. Usually the 
surface structure of the sea is not taken into account or 
is assumed to be planar, when performing such measurements, 
and the Fresnel losses are considered constant /5/. The 
physical situation discussed in the following shows however 
that the surface considerably interacts with that part of 
the excited fluorescence or Raman radiation contributing 
to the detector signal. 


The process of fluorescence generation by laser light at 
a certain depth in the water column and the path of fluores- 
cence radiation to the detector can be simulated by the 
model shown in Fig. 1. ^ ^ 

T y 


Fig. 1 

Model of computer simulations. 
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The indicated surface is decomposed into triangular 
facets, which are small enough tQ preserve the surface 
curvatures /6/. The relative signal contribution from 
different depths for the simple case of plane sine waves 
at the surface is shown in Fig. 2. 


The curves correspond to different amplitude -to -wave length 
ratios of the waves. The dashed lines are obtained by the 


theory discussed below. 


Fig. 2 

Depth-resolved (rel.) 
fluorescence lidar signals 
for different amplitude-to- 
wavelength ratios (z /X) . 
k ,k are effective extinctions 
at tne fluorescence resp. 
laser wavelength; is 
diameter of excited'^area at 
the surface. Dashed lines 
correspond to theory. 



The depth-resolved and depth-integrated signals obtained 
by simulation may be interpreted theoretically, if one 
considers the transformation of solid angles by curved 
boundaries. The concave and convex parts of the surface 
and their statistics determine the transformation of the 
fluorescence or Raman radiation, when passing the boundary 
on the way to the remote detector. The transformation of 
solid angles is not symmetric with respect to the concave 
and convex parts of the surface, although the statistical 
weights of these parts are equal. General expressions 
for surface induced signal modifications are found and 
calculated for different experimental parameters, e.g., 
solid angle of detector, optical penetration depth, etc. 


REFERENCES 

1) H. R. Gordon, ed., NOAA Technical Memorandum ERL 
PMEL-18 (1980) . 

2) H. H. Kim, Appl. Opt. 1^, 1454 (1973). 

3) F. E. Hoge and R. N. Swift, Appl, Opt. 2^, 3197 (1981) . 

4) U. Gehlhaar, K. P. Guenther and J. Luther, Appl. Opt. 

3318 (1981) . 

5) E. V. Browell, NASA TN D-8447, (1977). 

6) U. Gehlhaar, Thesis, University of Oldenburg, Oldenburg 
(1980) . 


128 



EVALUATION OF FOUR LASER WAVELENGTHS FOR LIDAR FLUOROSENS ING 


OF OIL SPILLS 

P. Burlamacchi, G. Cecchi, and P. Mazzinghi 
Istituto di Elettronica Quantistica of the C.N.R. 

Via Panciatichi 56, I 50127 FIRENZE (Italy) 

L. Pantani and I. Pippi 

Istituto di Ricerca sulle Onde Elettromagnetiche of the C.N.R. 
Via Panciatichi 64, I 50127 FIRENZE (Italy) 


ABSTRACT 

The fluorescence lidar technique is one of the most promising for the 
remote sensing of oil spills on the sea and other natural waters. The purpose 
of this paper is the evaluation of the potential of different laser wavelengths 
in this application. Since the most used wavelength is the 3371 A line of the 
N 2 laser this one was compared with two shorter wavelengths of excimer lasers, 
KrF (2495 A) and XeCl (3080 A) , and with a longer wavelength of a dye laser, 
Stilben-3 (4200 A) . Particular attention was given to the capability of detect- 
ing very- low- thickness oil films. 

Laboratory measurements were carried out at the four wavelengths on five 
different crude oils and a light oil. From each oil sample, films with thick- 
nesses ranging from 1 mm to 100 A were spilled on a water tank. The film was 
then irradiated with the selected laser radiation and the fluorescence spectrum 
was recorded by means of a polychromator and an optical multichannel analyzer. 
The emission spectra of different water samples were separately measured in 
order to determine the expected value of the background radiation. Fig. 1 
shows the fluorescence emission spectra at 3080 A of different thickness films 
obtained from a sample of Russian crude oil while fig. 2 shows the fluorescence 
emission spectra of the same sample at the four wavelengths with a fixed thick- 
ness of the film. 

The data obtained from the laboratory experiments were processed in order 
to calculate the expected performances of lidar f luorosensors in the detection 
and characterization of oil spills having different origin and thickness, taking 
into account the oil signal, the background noise, the atmospheric absorption 
and scattering. The calculation results were used, with other data as the laser 
efficiency and reliability, for the evaluation of the potential of the four 
laser wavelengths in the remote sensing of oil spills. Between the four wave- 
lengths taken into account, the 3080 A line of the XeCl laser seems to have the 
highest potential in the detection of oil films also with low thickness, while 
the use of more than one wavelength could allow the identification of the film 
thickness . 
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Arbitrary Unit 



Fig. 1 - Fluorescence spectra of a Russian crude sample as a function of wave 
length and film thickness. Excitation wavelength: 3080 A. The ver 

tical scale has to be divided by 3 for the three lower thicknesses . 
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ATMOSPHERIC DERIVATIVE MONITORING; 
THE EFFECT OF MOLECULAR INTERFERENCE 


S . E . Taylor and E . L . Thomas 
The University of Hull 
Dept, of Applied Physics 
England, HU6 7RX 


Introduction 


Many continuously tunable lasers are now available in the infrared atmospheric 
transmission windows at 3-5 ym and 8-14 ym. As the power output of these devices is 
improved, the effect of detector noise on sensitivity becomes less important, and 
the limit to measurement accuracy is caused by unwanted interference from changing 
molecular constituents and changing pressure and temperature. In general, the best 
line for monitoring a particular species is not necessarily the strongest. This 
paper suggests a useful criterion for optimtim line selection for a ratio-type deriva- 
tive spectrometer. 


The Ratio-Derivative Technique 

This technique is being increasingly used for atmospheric and industrial moni- 
toring because of its selectivity and lack of dependence on non-dispersive extinc- 
tion. Its application to tunable diode lasers has been described elsewhere.^ In 
general, a sinusoidal frequency modulation (Wj^) is applied to a laser source at 
optical frequency v: 


V = v + a sin{W t) 
m 

The transmission T (v) is given by 

I 

T = — = exp (-LUip) 

^o 

where aij, is the absorption from all the molecules. From Taylor's e:q)ansion, 

a^ 

T(v' ) = T(v) + T' (v) a sin{W t) + T" (v) — sin(W t) . . . 

m 2 m 

Hence the power at the second harmonic of the modulation frequency is given by 

= 2 

P(2W ) = lo T"(v) X 
m 4 


( 1 ) 


( 2 ) 


(3) 


The output R is obtained from the ratio of the second harmonic power (at 2W ) and 
, . . m 

the received average power. Hence 
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R = 


(4) 


P(2W ) T"(v) 

m _ 

lo T T(v) 


[(La^*)^ - La,p"] 


The change in output is given by 


dR = 2L da^j,' - L dagi" 


(5) 


where dR is the change in absorption arising from interfering lines . The effect 
of detector noise on the output of a practical system is given by NEp/b/IoT. Hence 
when 


NEP/b « dR 


( 6 ) 


the errors in measurement are systematic errors associated with molecular interfer- 
ence rather than from random thermal noise - In order to provide a stable frequency 
of operation, derivative monitors are locked to a frequency standard by utilising 
the first derivative output. This frequency standard may be derived from an external 
device, for example a gas cell or spectrometer, or from the atmosphere itself. For 
ease of operation, a low pressure gas cell is frequently used,^ and this is the case 
considered here. 

From equation (5) , we see that dR depends on both the first and second deriva- 
tive spectra. In practice, however, 2Laij.' daT* << da^" so that the change in output 
arising from a variation in molecular concentration dn is 

dR = 1m. " dn. ! (7) 

where M is the extinction from the interfering species 'i'. This change will be 
attributed to a change in concentration of target species dn^ given by 

a 

Here the interference has been summed over many species, and the subscript *a' 
refers to the target species. The optimiam wavelength for monitoring a molecular 
species occurs when dn^Cv^) is nearest zero. The v^ are taken as being the 
center of each absorption line, since the system is considered locked to a low 
pressure cell. Clearly there will be no change of output provided that the molecular 
constituents remain constant, and hence static concentrations will not affect 
measurement. However, in practice atmospheric gaseous concentrations vary by a 
considerable amount, often by as much as the average concentrations themselves. 

Owing to the lack of reliable data on the typical deviations from the mean to be 
expected in atmospheric gaseous constituents, the dn have been taken to be the 
absolute concentrations themselves. The calculated interference therefore corre- 
sponds to the absolute amount of second harmonic of the modulation frequency W 
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generated from interference . The second derivative lineshape obtained from a 
Lorentzian profile is given by 


M" 


2Sy- 


2 2 
3f - Y 

(f2 + y2)- 


( 9 ) 


where f = Vg^ - v. Substitution of equation (9) into equation (8) results in a 
number of unsatisfactory line selections, since for an isolated line, M” is zero 
at y//3 from line centre. Although no second harmonic is produced at this point, 
uncertainties in halfwidth and in variation of pressure and temperature will cause a 
large change in output. Thus, operation is to be preferred in the tails of inter- 
fering lines, rather than near line centres, where dn may be zero but may vary 
rapidly. A weighting function W was used which tends to M" when off resonance, 
but which does not change sign. In order to allow selection in the case where a very 
weak interfering line is close to the line centre of the molecule of interest, the 
absolute value of the function W should be the same as M" when nearly on reso- 
nance. An expression for W which meets these requirements is given below. 


W = 2sy- 


-,^2 2 
3f + y 

(f2 + 


Hence 




-.^2 2 
3f. + y. 

1 


dna = 


2.3 1 

. (f . + y . ) 

all 1 X 1 

-,^2 2 
3f - y 
a ^ 

,^2 2.3 

all a ^a^ 


z 


Results 


( 10 ) 


Two atmospheric models were used: one for a rural and one for an urban environ- 

ment. These are shown in Table 1. The minimum value of equation (10) has been 
calculated for all the molecules listed on the AFCRL absorption line compilation^ in 
the 8-14 ym and 3-5 ym regions. (See Tables 2 and 3.) The results show the equiva- 
lent background in terms of concentration of the molecule to be measured, in parts 
per billion. 

From Table 2 we can see that nitric oxide, methane, carbon monoxide and nitrous 
oxide can be measured in the 3-5 ym band with little interference. However the 
measurement of ozone, sulphur dioxide and nitrogen dioxide in a normal environment 
may prove difficult since the background is either equal to or greater than the 
corresponding ambient level. In the 8-14 ym band ozone, nitrous oxide, methane and 
ammonia can all be measured to ambient levels, while nitrogen dioxide, and especially 
sulphur dioxide will suffer interference. 
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Conclusion 


Careful consideration of the effects of interference is required when using the 
infrared absorption of some species to monitor their concentrations at ambient 
levels. A simple and computationally fast criterion has been developed for the 
selection of optimum wavelength at which measurements should be carried out. In 
cases where the laser source has only a limited tuning range, for example with diode 
lasers, the application of this selection procedure should prove especially valuable. 
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Table 1 . Model Atmospheres. t=288 deg k,p=1000 mbar 


Molecule 

Rural (ppm) 

Urban (ppm) 

Reference 


H 2 O 

8000 

8000 

for rh 

deg c 

CO 2 

318 

354 

^,5 


O 3 

0.01 

0.3 

6 


N 2 O 

0.5 

0.5 

4 


CO 

0 . 1 

5.0 

6 


CHu 

1.4 

3.0 

6 


O 2 

2*105 

2«105 

4 


NO 

0.002 

0,2 

6 


SO 2 

0.002 

0.2 

6 


NQ 2 

0.001 

0. 1 

6 


NH 3 

0.002 

0.004 

6 


MNO 3 

0.003 

0.003 

3 


OH 

0.01 

0.01 



H 2 CO 

0.001 

0.05 

6 


Table 

2. Interfererxce 

from 1800-2900 

cm(- 1 ) 



Rural Model 


Urban Model 


Molecule 

V cm(-l) 

dn(ppb) 

V cm(- 1 ) 

dn(ppb) 

O 3 

2126.466 

23.38 

2126.466 

64.39 

N 2 O 

2195.633 

0.02 

2559.083 

0.04 

CO 

2099.035 

0.22 

2169.201 

1.04 

CH 4 

2917.653 

0.49 

2668.85 

0.79 

NO 

1929.023 

0.21 

1929.023 

0.22 

SO 2 

2507.832 

16.51 

2507.832 

16.97 

NO 2 

2882.279 

1.09 

2882.279 

1.11 

Table 

3 . Interference 

from 700 - 1400 cm(-1 ) 



Rural Model 


Urban Model 


Molecule 

V cm(-1) 

dn( ppb) 

V cra(-l) 

dn(ppb) 

O 3 

1001.894 

0.22 

1001.894 

0.23 

N 2 D 

1274.620 

1.79 

1278.105 

2.91 

CH 4 

1202.509 

1.74 

1233.453 

6.79 

SO 2 

1 124.499 

5.85 

1144. 125 

20.08 

NO 2 

843.683 

0.45 

843.688 

0.49 

NH 3 

867.945 

0.03 

867.945 

0.03 
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Obtaining High-Quality Image Data with the LAMP Lidar 

Hideaki Nakane, Yasuhiro Sasano, Nobuo Sugimoto, 
Ichiro Matsui, Hiroshi Simizu, and Nobuo Takeuchi 
National Institute for Environmental Studies, 
Tsukuba, Ibaraki 305, Japan 


Introduction 

LAMP lidar ' (Large Atomospheric Multipurpose lidar) 
was constructed to understand the wide-area air pollution 
phenomena, such as long-range transportation or urban 
plumes. In Japan, such phenomena have characteristic 
scales of 10 km to 100 km, because populated areas are 
often surrounded by mountain ranges. 

LAMP lidar ^as a high-power laser, a large-aparture 
telescope (1 . 7 m"^) and a high-speed scanner with high 
angular accuracy (0.3 mrad) . Details of the system were 
reported earlier. 

There are, however, some problems inherent to wide- 
area measurements: 

1) elimination of influence from obstructions (e . g . , 
power cables) , 

2) correction of extinction effects which cause a large 
attenuation of transmitted light for a long distance, 

3) selection of appropriate measurement conditions (e.g., 
scan speed, scan area, range resolution, etc) according 
to the purpose of measurements. 

Here we discuss the details of the above problems and 
report how to obtain high-quality image data by the LAMP 
lidar . 

Results 

The image data presented here as an example were ob- 
tained on Feb. 8, 1982 (the weather conditions: clear, wind of 
5,3 m/s, NW, the visibility of 80 km). The two-dimensional 




Fig.l (a) The averaged A- scope. 

(b) The range-squared A-scope in natural logarith- 
mic scale. 
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data were taken by horizontal scan from 65° to 155° (0° 

is set to the north, clockwise from the north) . One 
scanning required 22.5 min, which started at 10:46 a.m. . 

This measurement area contains an urban area (the popu- 
lation: 100 , 000) and its suburbs, and a lake area. This 
area is one of typical satellite-city areas of the Tokyo 
metropolitan city. 

We show the averaged A-scope for all directions in 
Fig. 1(a). The range-squared A-scope is plotted in Fig. 1(b) 
(the ordinate is in natural logarithmic scale) . Up to 5 km, 
the profile is affected by the saturation of the input 
signal to a transient digitizer. From 5 km to 30 km, the 
logarithmic range-squared A-scope decreases linearly. 

Under an assumption of uniform extinction coefficient 
distribution over the scanned region, we obtained a relative 
aerosol concentration distribution map (Fig. 2). Beyond 
40 km, the signal is not reliable due to low signal-to-noise 
ratio (S/N) . The laser powers, DC levels and area under the 
A-scope profile were also monitored to check the data 
quality. 

Fig. 2 presents the aerosol distribution map covering an 
area of 20 km x 20 km. This map consists of 100 x loo 
pixels (the lidar facility is located at the origin, the 
x-axis is to the east, and the y-axis is to the north) . 

The aerosol concentration was displayed by grey level slice 
(ten levels) . 

The displayed area contains the lake Kasumigaura (x<5 km, 
-2 km<y<2 km) , urban areas (5 km<x<10 km, -5 km<y<10 km) 
and some factories around the point at (x=15 km, y=5 km) . 
Fields and farms spread over the region y<-5 km. The aerosol 
concentration distribution correlates well with these 
geographical features; note that the wind direction was NW. 


Fig. 2 The aerosol 
distribution 
map measured 
over a region 
of 20 km X 20 
km. 
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Discussion 

In order to judge the quality of processed image data, 
we evaluated the S/N ratios at each pixel. The error q. . 
of c^ . at (i,j) pixel is given by ^ 


a . . 


L(c^ ~ c..)^ 
- 1 ) 


( 1 ) 


where , 

i,j = 1,2,. ..,100 and 

k =1,2,...,N.. 

' ij 

Here c^^, c^ . and . are the relative aerosol concentration 
of individual measu^'ed points, the mean value of Cj^ in the 
pixel (i, j) and the number of data in the pixel (i,j) , 
respectively. Then S/N ratio at each pixel is given by 


(S/N) 


C. , 

a . . 

ID 


( 2 ) 


The S/N ratios averaged over 10 x 10 pixels are shown in 
in Fig. 3, correspondina to Fig. 2. The S/N values spread 
from 87 to 7, which means that signals are accurate enough 
to display the aerosol concentration in 10 levels. 

Finally we discuss the S/N ratio taking into account 
various noise sources. The total S/N ratio, (S/N), , (we 
neglect suffix ij for each pixel (i,j) in the following) is 
given by 


(S/N)^ 


1 

(S/N) 


2 

s 


+ 


where, (S/N) and (S/N) 
are S/N ratio due to shSt 
noise and electrically 
induced noise , respective- 
ly, ( 5 £ is the fluctuation 
of the laser power, and p 
is the number of laser 
pulses passing through 
each pixel. The quantity 
6 ^ is independent of 
distance R ( 65 ,= 27%), and 
p is inversely proportio- 
nal to the distance. In 
the case of Fig. 2, the to- 
tal S/N ratio, (S/N)^, 


- 1/2 


- + 


NIES^ 


2^ 



(3) 





/N)f ^ 









e 













23 

28 

27 

22 

15 



32 

44 

31 

26 

17 

14 

10 

'"^51 

69 

63 

30 

60 

18 

20 

24 

20 

81 61 

67 

75 

59 

58 

46 

38 

28 

29 

66 44 

43 

60 

55 

58 

55 

50 

29 

21 

87 60 

66 

83 

84 

45 

41 

31 

24 

19 

61 40 

45 

51 

37 

42 

31 

27 

29 

14 

53 32 

43 

29 

41 

32 

32 

24 

17 

11 

\32 34 

33 

34 

27 

25 

23 

19 

12 

9 

\ 29 


_22_ 

_2Z_ 

_22_ 

_2i. 

_JLL 

_12_ 



'T 


Fig. 3 The S/N ratio map of the 
measured area. 
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electrically induced noise ( (S/N) ~62iJ, v^/<S^~76, (S/N) ~16 

) . These evaluations are in good^agreement with the vafues 
shown in Fig. 3. This means we can extend the detection 
range or can shorten the measurement time by normalization 
of signal using the monitored power and by reduction of 
electrical induced noise. 

In the future, we plan to examine the correlation of 
lidar image data with the ground-truth data, and also the 
relationship between the aerosol distribution with meteoro- 
logical conditions and geographical factors. 
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Airborne Lidar Measurements During the South Coast Air 
Basin/Southeast Desert Oxidant Transport Study 

by 

James L. McElroy 

Environmental Monitoring Systems Laboratory 
U.S. Environmental Protection Agency 
P. 0. Box 15027 
Las Vegas, Nevada 89114 

ABSTRACT 

During the summer of 1981, the U.S. Environmental Protection 
Agency's Environmental Monitoring Systems Laboratory in Las Vegas par- 
ticipated with its two-frequency airborne downward-looki ng lidar in the 
South Coast Air Basin/Southeast Desert Oxidant Transport Study. The 
study was a cooperative program organized by the State of California's 
Air Resources Board; it was primarily concerned with quantifying the 
transport of oxidants and their precursors from the South Coast Air Ba- 
sin into the adjacent high desert and low desert areas. Investigators 
from several Federal and State agencies, local air pollution control 
agencies, universities, and private contractors were involved in the 
field program. In this paper, the airborne lidar system is described, 
and the lidar data are presented and discussed in terms of the overall 
objectives of the study. 

The two-frequency system used in the study consists of a neodymium- 
Yag transmitter, a 36-centimeter Newtonian telescope receiver, and a com- 
plex electronics subsystem (including a microcomputer) capable of dis- 
playing the data in real time on-board the aircraft. The laser emits 
light simultaneously at two frequencies, 0,53 micrometer (ym) (green) and 
1.06 ym (near infrared). The data are permanently recorded on a digital 
magnetic tape recorder. The real time display is recorded by a video 
tape recorder. The laser can be fired at a variable rate from 1 pulse 
every 10 seconds to 10 pulses per second. At the maximum firing rate, 
the horizontal resolution for the cruising speed of a small twin-engine 
cargo aircraft (required for the lidar system) is about 10 meters. The 
theoretical vertical resolution of 3 meters is determined by the laser 
pulse width of 20 nanoseconds. Geographical positioning for the data 
points is provided by a dedicated Loran C navigational unit. 

Discussions of lidar data collected during the study will focus on 
the following: 

1) pollutant transport through the mountain passes and over the mountain 
si opes, 

2) contrast between daytime and nighttime transport and the resulting 
impact in the desert areas, 

3) redistribution of pollutants into elevated layers near the slopes and 
in major airflow convergence zones and the resulting variations from 
expected transport and impact in the desert areas, 

4) interaction of elevated pollutant layers with the higher mountain slopes. 
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5) lee wave mixing to the ground in the lee of slopes and mountain 
passes of elevated pollutant layers, and 

6) effects of carry-over pollutants trapped against slopes, in inland 
valleys, and in layers aloft. 
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Lidar in Atmospheric Dispersion Studies; 
Some Quantitative Aspects 


by 

MERVYN J. LYNCH 

School o£ Physics and Geosciences 
Western Australian Institute of Technology 
Bentley, 6102, Western Australia 


and 

WYNN L. EBERHARD and G.T. McNICE 

Wave Propagation Laboratory 
NOAA/ERL/WPL 
325 S. Broadway 
Boulder, Colorado, 80303, USA 


Lidar has proven to be a useful remote sensor in studying the dis- 
persion of pollutants in the atmosphere under a wide range of 
meteorological conditions and in a variety of terrain. In these sit- 
uations lidar has demonstrated that it is able to provide quantitative 
information on the important parameters plume centerline and the a 
and dispersion coefficients. Further, these measurements can b^ 
determined as functions of time and mean values extracted. The value 
of such numbers as inputs to air quality models must be emphasised 
as there are few competitors that can define the physical extent of 
a plume over some 10 km of downwind distance on say a 10 minute 
timescale. In this sense the value of lidar in supporting air quality 
dispersion investigations seems assured for some years to come. 

The issue of 'can a lidar provide more information on plume 
particulates?' is more challenging and is addressed in this paper. 

In comparison to the majority of instruments used in air dispersion 
studies such as winds and temperature sensors, gas samplers, particulate 
samplers etc., lidar ranks rather poorly as a measuring instrument. 

Lidar backscatter signals typically provide a relative intensity and 
it is only with some difficulty that inferences about the scatterer 
itself can be made. Certainly, atten^ts to measure polydispersion 
size distributions and to estimate mass fluxes with other than multi- 
wavelength or multi-angle (e.g. bistatic) lidars are questionable. 
Equally, calibrating a lidar in the same sense that one calibrates a 
wind or temperature sensor is not trivial. Validating this cali- 
bration in a field performance is equally demanding and not yet widely 
demonstrated. The above matters are made somewhat more complicated 
if stack emissions are studied by lidar in that not only do the 
parameters of the scatterer change as a function of fuel bum rates 
but the particulates themselves change as they undergo oxidation or 
interact with moisture etc., in the atmosphere. 
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If the source parameters (e.g. particle loading, size, shape and 
refractive index) are controlled, then the possibility of lidar 
providing quantitative information on the actual concentration of 
particulates at downwind location is somewhat more encouraging. 

The value of information on spatial concentrations of emissions is 
clear. Since air quality regulations are written in terms of con- 
centrations, lidar support of air quality modelling validation 
programs with quantitative data on concentrations would enhance the 
validity and integrity of lidar as an operational instrument. Lidar 
data would need to agree with that from other in situ san^lers. 

Available evidence shows that lidar performance in demonstrating 
constancy of the integrated backscatter on a given plume at several 
downwind distances is a problem in itself. Clearly in these 
situations not all the difficulties are directly attributable to the 
lidar. 

In dispersion studies, where particulate (and gaseous) tracers are 
employed to study specific aspects of dispersion dependence on 
meteorological conditions or terrain features, the source can be more 
easily controlled and in principle somewhat better characterised in 
terms of the nature of the particulate emissions. A major EPA 
sponsored study, the Small Hill Experiment at Cinder Cone Bute, Idaho 
is but one example where quantitative data on particulate concen- 
trations in principle could have been determined from lidar 
measurements . 

This paper addresses the matters of (i) lidar calibration, using a 
target of known reflectivity and (ii) the lidar study of plumes of 
particulate tracers where the physical properties of the tracer are 
defined. A field evaluation of the quantitative performance of the 
lidar is reviewed. Specific problems and recommendations for further 
work on this project are identified. 



PLUME DISPERSION TRACKED BY UV LIDAR 


Wynn L. Eberhard and G.T. McNice 

NOAA/ERL/Wave Propagation Laboratory 
325 Broadway 
Boulder, Colorado 80303 


OVERVIEW 

Lidar can play a crucial role in field experiments that hope to 
measure atmospheric dispersion in non- ideal but common settings, for 
instance over complex terrain or near land-water interfaces. The recent 
participation of WPL’s multi-wavelength lidar in such an experiment was 
characterized by the successful use of a frequency-doubled ruby laser 
for eyesafe tracking of an oil fog plume. Plume definition in the UV 
was usually adequate but not equal to that possible in the red. Data 
processing included corrections for extinction in both the clear air and 
moderately dense plumes. The EPA-sponsored Plume Impingement Study at 
Cinder Cone Butte (CCB) , Idaho, in October-November 1980 provided data 
for development of improved models for prediction of air quality when 
pollutants impinge on elevated terrain under stable (nighttime) condi- 
tions (Holzworth, 1980) . The lidar data showed that the vertical dis- 
persion parameter of the plxime upwind of the hill grew as the square 
root of the distance from the source in slight and moderate stability. 

LIDAR SYSTEM AND DATA PROCESSING 

The lidar was a calibrated multi-wavelength research lidar. The 
ruby laser emitted superimposed pulses at both red (.6943 ym) and fre- 
quency-doubled (.3472 ym) wavelengths at a maximum pulse rate of 0.7 Hz. 
Beam divergence was 1 mr full angle, and axial resolution was 7.5 m 
(standard deviation of signal from a point scatterer) . The Newtonian 
receiving telescope with 70-cm diameter primary directed the scattered 
return through a dichroic beam splitter to photomultipliers. Biomation 
8100’ s digitized the signals, which were recorded on magnetic tape 
through a NOVA 840 computer. 

The use of the UV output complied with stringent eye safety con- 
straints in both experiments. In order to measure the full vertical 
extent of the plume, the pulse often struck terrain occupied by persons 
with no eye protection. A filter of colored glass (Schott BG25) at- 
tenuated the red output strongly while passing most of the UV. The 
output met ANSI Z136.1 single-pulse eye safety limits at no more than 
30 m range for the UV and 900 m for the residual red. Scans were there- 
fore restricted to avoid terrain at distances closer than 1000 m. The 
UV channel generally achieved adequate plume definition above clear air 
return over most of the region of interest. The ratio of UV— to-red 
backscatter coefficient varied between 1 and 4 for the oil fog and was 
typically 9 for the ambient air. 

Reduction of the lidar data is by interactive computer processing 
on a graphics terminal to isolate the plume’s backscatter coefficient. 



LiDAR SIGNAL from SINGLE PULSE This processlng Includes necessary 

corrections for extinction in the 
clear air and the plume (Fig. 1) 
based on the method of Fernald, et 
al. (1972). We assume a homogeneous 
ambient atmosphere and determine the 
clear-air extinction coefficient 
that makes the clear air signal ap- 
proximately independent of range. 

To correct for plume extinction, we 
assume that for each pulse the 
extinction-backscatter ratio through 
the plume is constant. We find the 
transmission of the plume by com- 
F^guAe. K—Co/LAcaUon oi UdoA Ug- Paring the clear air signal beyond 
nal ioA e,)cUncX^on. the plume with that before the 

plume. An iterative calculation 
then produces the plume's extinc- 
tion-backscatter ratio and the cor- 
rected scattering profile for the pulse. This corrected profile has 
equal clear air backscatter coefficient on both sides of the plume. 

The basic output of the CCB data for analysis by atmospheric scien- 
tists is an archive on digital magnetic tape of the two-dimensional 
distribution of plume backscatter coefficients plus auxiliary informa- 
tion for each scan. The auxiliary information includes parameters de- 
scribing the section through the plume, such as centroid position in 
both lidar and sponsor coordinate systems. It also includes quality 
descriptor flags needed for proper interpretation, such as whether in- 
tervening terrain hid the bottom of the plume. 

PLUME IMPINGEMENT STUDY 

Figure 2 shows the positions at CCB of WPL instruments. Mobile 
cranes lifted equipment for tracer release as high as 58 m above the 
ground. The lidar scanned vertically in a sequence of azimuth direc- 
tions to intercept the oil fog plume upwind, abreast, and in the lee of 
the hill. An emphasis on upwind scans had the objective of defining a 
"boundary condition" of plume behavior before the hill perturbed the air 
flow. Reduction and analysis of the large volume of lidar data are still 
in progress at this writing, but some tentative results are available. 

Vertical dispersion under stable conditions, especially of elevated 
plumes, is poorly understood (Hanna et al., 1977), mainly because of 
limited experimental data. Some (Csanady, 1973) argue that with suf- 
ficient stability the vertical diffusion coefficient will as 3 uap- 
totically approach (2a^/N) where is the standard deviation of the 
vertical wind component at plume level, and N is the Brunt-Vaisala 
frequency. In contrast, the Pasquill-Gif ford-Turner curves commonly 
used for atmospheric dispersion prediction show no tendency toward an 
asymptotic limit. Strong interest therefore exists in the vertical 
dispersion of the plume as revealed by the lidar before the flow "sensed" 
the hill. Figure 3 plots the vertical dispersion for the first set of 
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V/jQuJiz 3. — \}2JiXAJiaZ. dU^paxitloYi up- 
uiind o{, C^ndoJL Cone Butte. PoAom- 
eteAM ojiei koAtzontaZ (LUtunee 
do^omitnd AeZecue X; mean wtnd 
6 peed at plume height U; BAunt- 
l/al6ala ^Aequeney W; veAtleal 
6tandoAd deviation o£ plume eon- 
centAotlon Oz ulnd out plume 
height and veAtleal tukbu- 
lent Intensity 

experimental hours (15) processed. Environmental Research and Technology, 
Inc. , which is carrying out model development under contract to EPA, 
compared the lidar data against the meteorological data. In most cases 
the plume grew with distance downwind during each individual experi- 
mental hour as well as in this multi-hour presentation, which suggests a 
square root growth law. An exception occurred during the hour of greatest 
stability, when no growth was evident. However, the vertical dispersion 
was an order of magnitude larger than the theoretical as 3 nnptotic limit. 

It is hoped that additional analysis of WPL lidar data from CCB and 
other experiments will settle this issue. 

The lidar data also indicate streamline position and whether bunch- 
ing occurred as flow passed over the hill. The data also reveal plume 
shape and proximity relative to the hillside. Figure 4 gives an example 
of the plume impacting the hill with higher concentrations of the tracer 
at the surface than would have occurred over flat terrain. The tilted 
plume profile resulted from shear induced by the hill, which forced the 
trajectories in the bottom of the plume to veer closer to the lidar 
than those higher. 
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PlguAe 2. — Bite Plume Impinge- 
ment Study. The lldoA wcu 2 m 
beloM the outeA hill eontouA. 
The oil log genoAotoA mau typi- 
cally 1 km eltheA SE oa NNW o^ 
the centeA ojJ the kill. 
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VJlqujul 4, — Exampte. LidoA i^cjovi. Tke. 
pZuym onZQ^vwLt^d 35 m above, the, 
gKoimd at 123° and 590 m ^aom the, 
c,e,nteA o{^ the, hltt. The. ttdoA 
scanned veAtLaoZly at aztmuth 
240°, tnteA.c.e,pttng the, pZume. tn 
a pbme, aonghty noKmaZ to the, 
ptume,'-{i (Wi^cXton o^ taaveZ. The, 
da/ikne^^ o^ e,ach ptxet tn the, itg- 
uAe tb paoponttovwiJL to 4>tgnat 
iitn.e,ngth. The, bn.oad diagonal, tine, 
ib the. btaong bignal {^aom the, hitt- 
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SUMMARIZED RESULTS OF SHIPBORNE LIDAR MEASUREMENTS CARRIED OUT DURING 
THREE YEARS OF PLUME DISPERSION OVER SEA SURFACES 


by 

H. Herrmann, F. Kopp, and Ch. Werner 
German Aerospace Research Establishment (DFVLR) 
Institute of Optoelectronics 
D-8031 Wessling 
Federal Republic of Germany 


Summary : The dispersion of artificial aerosol plumes over sea surfaces was measured 

using the DFVLR-Minil idar. The distribution of the plume concentration could be 
derived from short-time and long-time measurements. Some effects of the aerosols 
and of the sea surface on the plume dispersion were estimated. 

Introduction : The minilidar was widely applied to measuring problems for atmo- 

spheric physics and environment protection. One of those problems is the dispersion 
of aerosol plumes close to the sea surface (1). For this purpose, many artificial 
plumes were observed with the two minilidars on different small research vessels 
during three years. From the lidar results, characteristic parameters describing 
plume dispersion were derived. 

Experime nt: Estimation of the ground level concentration field of an inert pollu- 

tant downwind of a point source is generally achieved by using Sutton's formulation, 
the Gaussian plume model (2). The following equation is used for the concentration 
X at a distance x downwind from a source at the sea surface: 


x(x,y,z) 


Q 


a a ttU 

y z 


exp 



where and Oy are the vertical and crosswind standard deviations of the 

pollutant distribution, U is the wind speed, and Q is the strength of the source. 
Figure 1 shows a schematic distribution given by Slade (3). 



Figure 1; Schematic plume distribution (3). 
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Curve 1 represents the instantaneous plume, 2 is an average observation over 10 
minutes, and 3 an observation over a time period of 2 hours. The relative concen- 
trations for crosswind direction y in a distance x are shown on the right side. 

For the determination of the dispersion parameters over sea surfaces, long-time 
measurements at a few points of the plume are necessary. Many experimental prob- 
lems for the operator on a small ship could be reduced by concentrating the require- 
ments on different parts of the dispersion. 

Measurements of the instantaneous plume versus distance x from the source were the 
first research goal. Figure 2 shows the normalized Gaussian distribution measured 
at different distances x at one plume. 



Figure 2: Normalized Gaussian distribution for a fog plume 

determined for four distances from the source: 
Curve 1, x = 1050 m; Curve 2, x = 2090 m; 

Curve 3, x = 2830 m; Curve 4, x = 3820 m. 


Their maxima are superposed at y = 0. The dispersion of the plume grows with 
increasing distance from the source. 

After measuring some vertical distributions of the plumes, the long-time measure- 
ments at one distance of the plume were carried out. Figure 3 shows the result 
which is close to that described in the literature (3). 
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Figure 3: Normalized Gaussian distribution for a fog plume 

determined at a distance of 1400 m from the 
source for different observation times labelled 
at the curves. The maxima are superposed at 
y = 0. 

Effects of the sea surface on the dispersion could be measured. One effect is 
caused by the different hygroscopy of the plume material, the other effect is 
connected to the sea surface motion. The tide effect in the North Sea could be 
measured under some wind conditions. Results will be reported. 


(1) H. Hermann, 

F. Kbpp, 

Ch. Werner 

(2) Perkins, H. C. 

(3) Slade, D. H. 
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CLOUD MAPPING OF SCREENING AEROSOLS 


B.T.N. EVANS 

DEFENCE RESEARCH ESTABLISHMENT, VALCARTIER 
P.O. BOX 8800, COURCELETTE, QUEBEC, CANADA 
GOA IRO 


During recent trials a variety of data was obtained on 
various military screening smokes using a scanning Nd; YAG LIDAR 
system operating at 1.06 pm and 100 Hz. The full description of 
this system will be given in another paper in the conference. 

A simplified example of a mapped smoke cloud generated from 
burning red phosphorus is shown in Figure 1. The figure shows a 
horizontal slice through the cloud at about 32 s after dissem- 
ination. The contours of the estimated linear extinction coeffi- 
cient can be directly related to the aerosol concentration. Since 
these maps can be obtained at different heights and times (< 5 s 
apart) the time evolution of the concentration can be monitored 
and measured 3-dimensionally . 

Figure 2 shows a transmission contoured diagram of another 
red phosphorus generated cloud 40 s after burst. It is evident 
from this diagram that wind shear and the presence of the initial 
centre of burst (the lowest transmission area to the left) can be 
identified . 

This paper will also present results on other smokes as 
well as cloud evolution parameters such as transmission with time, 
concentration with distance from the source, cloud shape and ex- 
tent, etc. 





REFRACTIVE TURBULENCE PROFILES BY HIGH-RESOLUTION LIDAR 


Ronald L. Schwiesow and Robert S. Lawrence 
NOAA Environmental Research Laboratories 
325 Broadway 
Boulder, Colorado 80303 


IvitZYlt — Inhomogeneities in the refractive index of the atmosphere 
affect the propagation of laser light used, for example, for communi- 
cations links. A lidar backscatter technique may be a useful way to 
determine some characteristics of the vertical profile of refractive 
turbulence under daytime conditions. We have simulated the performance 
of a high-angular-resolution (essentially dif f raction-limited) lidar by 
calculating the received image size and energy as a function of altitude 
for different assumed profiles of C^^, the refractive-index structure 
constant. 

The measurement of path-averaged Cn^ over a horizontal path can be done 
with a light source and receiver at opposite ends of the path. ^ By 
the use of atmospheric backscatter as a remote source, it is possible to 
make an effectively single-ended, variable-path-length measurement of 
along a vertical path, in analogy to the double-ended horizontal 
measurements, as proposed by Belen’kii and Mironov.^ We have specified 
the form of a suitable lidar and calculated the return on the basis of 
various atmospheric conditions. 

One application of a mobile lidar is to survey various sites for 
suitability as ground stations for daytime vertical optical communi- 
cation links. Preferred sites for nighttime astronomy are not neces- 
sarily best for daytime use. 


— The height profile of the image radius from the lidar scat- 
tering volume is clearly dependent on the profile. A plot of log 
(altitude) vs. image radius is roughly linear; its slope depends on the 
value of aloft (above 1 km), and its altitude intercept depends 
mostly on at lower levels. The sensitivity of an example lidar at 
488 nm is a change in slope by a factor of 4 for a change of Cn^ by a 
factor of 25 aloft, and a change in intercept by a factor of 10^ for a 
change of by a factor of 25 at lower levels. It is reasonable that 
the altitude intercept depends on lower level Cn^ because the intercept 
is another way of expressing the altitude at which image spreading from 
refractive index inhomogeneities becomes larger than the image radius 
from diffraction. 


One estimate for the required signal-to-noise ratio from a given range 
gate is the reciprocal of the fractional increase in image radius for 
that gate. If we use a range gate that is 10% of the range and a 0.5-m 
transceiver aperture, then a 1-J transmitter pulse energy will result in 
an adequate daytime signal-to-noise ratio from 20 km on a single-shot 
basis. 



The weighting function (change in image radius for a given change in 
as a function of height) depends on the profile of below the 


n 


height at which the function is evaluated. This behavior, which re- 
sults from the interaction of diffraction and refractive effects, is best 
demonstrated by considering hypothetical 6-function profiles. 


Te.chyu.qiie. -- The lidar system we used for the computer simulation in- 
cludes a common telescope for transmitter and receiver. This is an 
improvement over lidar configurations usually used in the visible^ 
because, for the profiling application, transmitter and receiver 
fields of view in the diffraction limit are matched and alignment is 
easier to maintain. 


The Cn^ profiles for the simulation were taken from Hufnagel,^ and the 
average model rather than the random model was used. The average model 
was modified by a constant multiplier and power law height dependence to 
produce various image radius profiles. Equations for the effect of 
on image radius are in the literature. We assumed only molecular 
scattering to provide a conservative estimate of available signal- 
to-noise values and used atmospheric backscatter and sky brightness 
values previously summarized. ^ 


We conclude that a nearly diffraction-limited lidar of modest dimensions 
should be able to measure Important aspects of the daytime profile 
to an altitude of at least 20 km. Accessible aspects include the in- 
tensity scale of a profile of assumed shape and its general height de- 
pendence. 
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Lldar measurements of the entrainment zone and 
the turbulent kinetic energy budget of the 
atmospheric mixed layer 


R. Boers, E.W. Eloranta, W.P. Hooper 
Department of Meteorology 
University of Wlsconsln-Madison, WI 53706 


R.L. Coulter 

Argonne National Laboratory 
Argonne, IL 60439 


Lldar measurements of the thickness of the entrainment zone were derived 
from six case studies which included a wide range of atmospheric conditions* 

The entrainment zone is the outermost portion of the mixed layer confined bet- 
ween the maximum heights reached by only a few vigorous convective cells and by 
the height where the mixed layer air occupies 90-95% of the total area* The 
thickness of the entrainment zone was measured from pictures of RHI— scans 
generated by means of a color enhanced video display system. Observations were 
made during the day when the mixed layer depth was increasing: layer depths 

between 150 and 1600 meters were observed. The entrainment zone was usually 
100 to 200 meters thick, with occasional values as large as 700 meters which 
occurred during periods of rapid mixed layer growth. Measured values of the 
entrainment zone thickness were compared to the predictions of parcel theory and 
to the values measured by Deardorff et al. (1980) in tank experiments. 

The discrepancy between models that predict the daytime evolution of the 
mixed layer and lidar data of the mixed layer height was investigated by com- 
puting terms in the turbulent energy budget from lldar measured wind and turbu- 
lence data. The lldar measurements were supported by conventional observations 
made by Argonne National Laboratory researchers of temperature, wind profiles by 
means of pilot balloons and ky toons, and by measurements of surface heat flux 
and momentum flux. In addition, a network of NCAR-PAM surface stations provided 
measurements of surface winds used in estimating divergence rates. It is shown 
that during the early morning hours, turbulent energy generated by wind shear at 
the top of the mixed layer is comparable in magnitude to surface buoyant and 
mechanical production of turbulence. 


Ref: J.W. Deardorff, G.E. Willis and B.H. Stockton, 

Laboratory studies of the entrainment zone of 
a convectlvely mixed layer. J. Fluid. Mech. 100 , 1980, p. 41. 
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CELL STRUCTURES IN THE ATMOSPHERIC MIXED LAYER 
OBSERVED BY A MIE LASER RADAR 

Yasuhiro Sasano, Hiroshi Shimizu and Nobuo Takeuchi 
National Institute for Environmental Studies, 

Tsukuba, Ibaraki 305 Japan 

Mie-scattering laser radar has been used to study the 
structure of the convective mixed layer in optically clear 
air. Two-dimensional image data obtained by scanning 
measurements (PPI and RHI modes) have been processed using 
edge-enhancement techniques to disply distinct structures 
within the convective layer. The structures of convective 
cells penetrating into upper clean air were very similar 
to those obtained previously by sodar, radar, and FM-CW 
radar. 

Inst r uments a nd observations 

The laser radar used was constructed for measuring 
wide-area air pollution phenomena (NIES LAMP lidar) . It 
was equipped with a high-powered YAG laser (1.2 J/pulse, 

25 pps) and a Cassegrainian-type telescope of 1.5 m diam- 
eter. Scanning was finely controlled with an accuracy of 
0 . 3 mrad. 

The results presented here were obtained in an experi- 
ment designed to investigate the mixed-layer structure on 
Nov, 12, 1981 at the National Institute for Environmental 
Studies, Tsukuba, Japan. On this day, the sky was clear 
and the wind was weak, so that mixed-layer was expected to 
develop. The parameters used in these laser radar measure- 
ments are shown in Table 1. The wavelength was 0.53 ym. 

Trible 1. Measurement parameters 


* ) 

Mode Azimuth 

El e va t ion 

Sampling Gate Time 

Sample Word 

Averaging Time 

Scan Speed 

RllI -80“ 

0 8 . 9 “ 

100 nsoc 

2048 

2 sec 

6 “ /mi n 

inn -63 -X- -123“ 

1 .9“ 

100 nsec 

2048 

2 sec 

i 4 “ /min 


* \ ... 
Ancjle from North (minus indicates counterclockwise direction) 


Data processing 

The data stored on the magnetic tapes were processed by 
a HITAC M-180 computer for precise analysis. After DC-level 
subtraction and range-corrections were made on the received- 
power data, a coefficient proportional to the volume-back- 
scattering was obtained (this proportionality factor is due 
to a calibration constant and atmospheric transmittance) . 

For simplicity, we call this coefficient an aerosol density, 
which is expressed as 



C(R) = P(R)R^ = K-3(R) exp[-2/J^a(r)dr] , 

where C (R) is the aerosol density. P (R) , 3 (R) and a (R) 
are the received power, the volume-backscattering coeffi- 
cient and the extinction coefficient respectively. K is 
the system calibration constant and R is the distance. 

By scanning measurements, data were obtained on an 
equally spaced polar-coordinate (R, 9) mesh; they were 
transformed onto a Cartesian-coordinate (x,y)mesh. The 
aerosol density distribution on a Cartesian-coordinate is 
denoted as C(i,j), where i=l,2,...,M and j=l,2,...,N. Mesh 
intervals are AX for the i-direction and AY for the j- 
direction. 

The edge enhancement is established by normalization 
of density gradient, which is defined as 

G^(i,j) = {C(i t l,j) - C(i - l,j)}/(2-AX C^) 

G2(i,j) = [{C(i + l,j) - C(i - 1, j) }^/(2-AX)^ 

+ {C(i,j + 1) - C(i,j - 1) }^/(2-AY)^]^'^^/C^ 

v/here C^ means the average of C(i + l,j), C(i,j) and 
C(i - l,j), and C„ means the average of C(i + l,j), C(i,j), 
C(i - l,j), C(i,j + 1) and C(i,j - 1). G^^ is a one-direc- 
tional gradient and G 2 is a two-dimensional gradient: both 
are normalized by the local density. This normalization 
cancels the effects of the local and temporal density 
changes and therefore, the spatial structure of the density 
variation can be described only in relative terms. This 
also cancels the ambiguous calibration constant in the 
laser-radar system which is difficult to determine precisely. 

Fortunately, our normalization by the local density 
value makes the atmospheric transmittance correction 
unnecessary, because the aerosol density varies more strongly 
with local conditions than does the transmittance term. 

Results 

In Fig.l, a density gradient, G]_ , distribution in a 
vertical plane is shown. The structure of the transition 
zone between the mixed layer below and clear air above is 
very complicated. Comparing it with those previously ob- 
tained by sodar, radar and FM-CW radar observations, it is 
reasonable that it shows the convective cells penetrating 
into the clean air above the mixed layer. 

Fig. 2 (a) shows the aerosol density distribution obtained 
in the PPI mode with an elevation angle of 1.9°; Fig. 2(b) 
shows the corresponding G 2 display. The aerosol density is 
high within the range of 8 km (below the height of 265 m) 
and it is low in the far range. At the range of about 9 km, 
some patches with high density are shown, which seem to be 
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MONITORING ALPINE VALLEY WIND CIRCULATION BY AIRBORNE LIDAR 


W. Renger, P. Mori, and R. Schellhase 
German Aerospace Establishment 
Institute for Atmospheric Physics 
8031 Wessling 
F. R, Germany 

The DFVLR Lidar ALEX Fl is a conventional aerosol lidar mounted on a French 
Falcon 20, a commercially available 13 passenger aircraft, which was modified for 
applications in meteorological research. The lidar is mounted above a 50 cm diameter 
window in the bottom of the aircraft, pointing vertically downward. The light source 
is a Nd-YAG laser of about 350 mJ output energy at the fundamental and simultaneously 
120 mJ at the doubled wavelength. The maximum rep. rate is 10 Hz. For most applica- 
tions it is limited to 5 Hz by the maximum data flow which can be accepted by the 
data management system and the tape recorder. Corresponding to a typical speed of 
100 m/sec of the aircraft, the horizontal resolution is 20 m, and the vertical re- 
solution is 15 m. For one wavelength operation the resolution can be improved by a 
factor of 2 horizontally and a factor of 10 vertically. The system was described in 
a paper given at the 9th ILRC, 1979. Some measurements were presented at the 10th 
ILRC, 1980. 

To study the aerosol load of the atmosphere in the Inn valley around Innsbruck 
during a high pressure winter situation, several lidar flights were performed. 

After a cold night, enhanced concentrations of atmospheric particulates could be 
observed below a temperature inversion, which was blocking the exchange to the atmo- 
sphere above. During the day, the heat input of the sun caused this haze cloud to 
lift, and while the southerly slopes were becoming warmer, an up valley breeze was 
starting. The wind speed was very low and only effective in the lower few hundred 
meters as seen from the aerosol structure, which was made visible by the evaluation 
of lidar cross sections. 

About 15 km west of Innsbruck where the valley narrows, the wind dropped down. 
The haze cloud was ascending at this point of the valley, but the polluted air was 
not transported to the western part of the valley. At night a typical weak breeze 
was blowing in the opposite direction and the haze cloud moved several km down 
valley. This resulted, under stable meteorological conditions, in an increase in 
aerosol concentration from day to day. For winter 1982 to 1983, it is planned to 
study these effects and the optical properties of the atmospheric aerosol in the 
Inn valley in cooperation with the Austrian Solar and Space Agency. We hope that 
our preliminary measurements will help the choice of locations for the planned 
instrumentation . 
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AIRBORNE LIDAR MEASUREMENTS OF MIXED LAYER DYNAMICS 

S* T. Shipley and E. V. Browell 
NASA Langley Research Center, Hampton, VA 23665 


Airborne lidar measurements of the mixed layer were made during the 
summer months of 1980 and 1981 using the Ultra-Violet Differential Absorption 
Lidar (UV DIAL) system developed at the NASA Langley Research Center. The 
UV DIAL system was operated on-board the NASA Wallops Electra aircraft to 
measure O 3 and aerosol profiles during long-range flights over the Eastern 
United States as part of the ERA Persistent Elevated Pollution Episodes/ 
Northeast Regional Oxidant Study (PEPE/NEROS) 1980 Summer Field Experiment. 

A subsequent Summer Experiment was conducted in 1981 to perform O 3 and 
aerosol measurements on spatial /temporal scales not investigated during 
1980. This paper confines itself to the interpretation of this lidar data 
set for information on mixed layer dynamics. 

1. The 1980 PEPE/NEROS Summer Field Program 

The NASA airborne UV DIAL system was used to simultaneously measure O 3 
and aerosol profiles over the Eastern United States in cooperation with the 
EPA PEPE/NEROS 1980 Summer Field Program. Approximately 32 hours of 
multiple wavelength (286 nm, 300 nm, and 600 nm at 5 Hz) and an additional 
10 hours of single wavelength (600 nm at 1 Hz) lidar signals were collected 
in the nadir viewing mode during the period from July 19 to August 13, 1980. 
By cooperative agreement with the EPA, this data set has been archived along 
with derived values for the mixed layer height and the vertical distribution 
of O 3 at 5-min. intervals (30 km horizontal spatial resolution). A 40-min. 
segment of the 600 nm lidar signal archive is shown in Figure la. This 
horizontal atmospheric cross section was constructed from sequential lidar 
returns at a repetition rate of 1 Hz with the Electra in flight to the east 
over the State of Virginia at 4120 m MSL (Mean Sea Level). The entire 
"aerosol channel" lidar data set obtained during the PEPE/NEROS 1980 Summer 
Field Program has been archived with 1 Hz resolution, and a complete ^ 
grey-scale atlas with graphics similar to Figure la has been prepared. 

In addition to mixed layer heights, the aerosol channel data set 
reveals information on other atmospheric properties such as the location and 
size of clouds, the height and horizontal distribution of stably stratified 
layers, and the height of the Aerosol Deliquescence Level (ADL). The ADL is 
identified by the change in backscattering associated with the variation of 
aerosol particle size with relative humidity. The 1400 EDT RAdiosonde 
OBservation (RAOB) from lAD (Sterling, VA) on July 24, 1980, was released 
approximately 45 min. prior to lidar overpass, and it indicated a mixed layer 
height » 1400 m AGL (Above Ground Level) with potential for non-entraining 
pseudo-adiabatic convection to » 3000 m AGL. Figure la confirms this 
prediction of cloud convection to the subsidence inversion at 2660 m AGL with 
cloud bases at 1650 m AGL. The mixed layer height of 2660 _+ 150 m AGL 
coincides with cloud tops. The ^ 150 m standard deviation corresponds to 
actual variations in the mixed layer height due to the upward momentum of 
convective eddies at the subsidence inversion. The dark bands or "shadows" 
in Figure la are regions of low signal due to the high optical attenuation 
encountered in clouds. The ADL at 1650 m AGL coincides with the cumulus 
cloud bases or Cloud Condensation Level (CCL). A lower surface heat flux 
over the Chesapeake Bay has delayed the convective destruction of stable 
layering near the inversion at 1400 m AGL. 
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This NASA lidar data set graphically depicts the relationship of mixed 
layer height to surface characteristics. For example, a cross section of 
the Cincinnati, Ohio, urban heat island was obtained on July 18, 1980, at 
1235 EOT. An observed 200 m increase in mixed layer height over Cincinnati 
compared to upwind rural areas agrees with predictions using the 1200 UT 
Dayton, Ohio, RAOB and hourly surface temperature measurements.^ As a 
second example, Lagrangian measurements of PEPE cross sections in the 
Washington, DC - Philadelphia, PA area demonstrated the insertion of a 
polluted continental air mass layer over the ocean mixed layer during 
offshore flow on July 31, 1980. Such elevated (in height) layers are 
capable of undisturbed long-range transport above the ocean mixed layer, and 
they are related to acid precipitation at downwind locations. 

2. Simulation for a Shuttle Lidar 

The large-scale horizontal cross sections of Figure la can be used to 
simulate data for a Shuttle-borne lidar at similar wavelengths. Given a 300 
km AGL Shuttle orbit with a horizontal ground velocity « 8 km s"^ and a ^ 
laser repetition rate of 10 Hz, the GE Unit Lidar for Shuttle applications 
would observe the lower troposphere with a horizontal resolution approxi- 
mately 8 times less than for a 1 Hz Electra aircraft system. A simulated 
Shuttle lidar signal was generated from the data of Figure la using a 45 m 
vertical sampling interval (an arithmetic mean over 3 UV DIAL range bins) 
for every eighth shot. This signal was artificially degraded using a 
normally distributed random number generator. The resulting Shuttle lidar 
simulation for the lower troposphere over Virginia on July 24, 1980, is 
shown in Figure lb. It is still possible to identify the mixed layer 
height, the ADL, clouds and CCL, orographic features, and stable layering 
over the Chesapeake Bay. Clearly, a Shuttle-borne lidar system will produce 
signals which can be used to derive information on clouds and mixing in the 
lower troposphere. 

3. The 1981 Summer Experiment 

The NASA UV DIAL system was again installed on the WFC Electra aircraft 
for additional atmospheric measurements during the period from July 9 to 
August 9, 1981. Experiments included participation in the Global 
Tropospheric Instrument Test Flight-1 (GTIT-1), a Chesapeake Bay boundary 
layer experiment (Exp. I), a case study for vertical transport of O3 by 
clouds (Exp. II), and measurements in the vicinity of the tropopause (Exp. 
III). Prelimina^ results from GTIT-1 and Exp. Ill are discussed in a 
companion paper. The following discussion is confined to preliminary 
results on boundary layer processes observed during Exp. I over the complex 
coastal environment of the lower Chesapeake Bay. 

The airborne UV DIAL system was flown over the lower Chesapeake Bay 
region following the flight plan outlined in Figure 2, Lidar-deri ved O3 and 
aerosol profiles were recorded on the four major legs — AB, CD, EF, and 
GH— at 5 Hz during northerly flow on July 30, 1981, and during northeasterly 
flow on July 31, 1981. The entire flight plan was performed in 
approximately 80 min., and the Electra aircraft made four complete passes on 
a single flight. In situ measurements of O3, N0«, SO2, winds, temperature, 
and dew point were measured simultaneously by other investigations at the 
locations shown in Figure 2. These measurements include Cessna spirals at 
B, H, W, X, and Y; tethered balloons at B and W; RAOBs at the Naval Air 
Station (NAS) and Wallops Island (WFC); and surface measurements by the 
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Virginia State Air Pollution Control Board (VA SAPCB) network. The 600 nm 
aerosol channel horizontal cross sections for legs CD, EF, and GH are shown 
in Figure 3 for pass 5 (1433 to 1547 EDT) on July 30, 1981. These 
grey-scale displays show the variation of mixed layer height over land and 
water during northerly flow, with wel 1 -developed sea breeze fronts near C 
and F. A line of clouds has formed along the Eastern Shore of Virginia near 
G, with general cumulus convection over land near H. The Exp. I lidar data 
set has been used to construct hourly plots of the mixed layer height over 
the lower Chesapeake Bay coastal area. These results indicate that airborne 
lidar systems can provide high spatial resolution measurements of the mixed 
layer over a complex environment like the lower Chesapeake Bay with detail 
comparable to that provided by models. 

An elevated stable layer that resulted from long-range transport over 
the ocean was encountered during flights on the morning of July 31, 1981. 

In situ and DIAL measurements resolved an optically thick layer over the 
entire region from approximately 800 to 1600 m MSL with O 3 levels from 80 to 
100 ppb by volume. The air mass below 800 m MSL was relatively clean with 
surface O 3 levels at 40 ppb. Four Exp. I passes recorded the growth of the 
mixed layer over land as it rose up to and into the haze layer. Entrainment 
of aerosol and O 3 into a clean boundary layer was graphically illustrated, 
and the process of surface fumigation from an elevated (in height) haze 
layer was resolved. Under conditions of northeasterly flow, most surface 
fumigation occurs over and downwind of areas with high surface heat flux (H 
and Y). A preliminary trajectory analysis indicates that this elevated haze 
layer originated 1 day earlier in the Northeastern U.S. and left the coast 
somewhere between New Jersey and Rhode Island. The source of high O 3 during 
onshore northe|sterly flow in the Norfolk, VA area has been somewhat 
controversial . An airborne lidar can be used to resolve such controversy 
by providing information on the state and dynamics of the mixed layer under 
complex conditions such as a coastal environ' — 
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ABSTRACT 

Analyses of lidar returns can be used for the calculation of micrometeorological 
parameters. 1 From these measurements, the atmospheric diffusion parameters can also 
be calculated. 

Here, we discuss the evaluation of these parameters directly from the lidar 
returns without deriving first the wind speed values. This is done by observing 
the temporal variation of eddy sizes of natural aerosol concentrations during un- 
stable conditions. 

Utilizing Giffords theories on smoke-plume photography, we were able to obtain 
the longitudinal diffusion parameters for the case of relative diffusion for 
diffusion times of 6-40 seconds. It is shown that the results of our calculations 
agree with the theory of relative diffusion. The comparison of the calculated 
constants with experimental values is presented and discussed. 
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WIND MEASUREMENTS OF RADIAL AND TRANSVERSE COMPONENTS 
VISIBLE VERSUS INFRARED 
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C 02 ~laser anemometers as they are normally implemented will measure the 
velocity component along the optical axis [1] [2]. Systems based on visible 

light will normally measure the component perpendicular to the optical axis 
[3] [4]. Examples of measurements are given. Based on a concept introduced by 

Schwiesow [5] we show how the fringe and reference beam systems can be combined 
by using reference beam detection in a fringe type anemometer and doing the 
mixing electronically. An implementation is proposed. 

Introducing a frequency offset and letting the angle between the beams go 
to zero gives the system of Schotland and Eberhard [6]. Alternatively, the 
radial velocity may be determined by a direct analysis of the return signal with 
a Fabry-Perot interferometer [7]. 

We have compared the theoretical minimum variances of the radial velocity 
estimates obtained with a reference beam system and with direct detection 
using a Fabry-Perot i nterferometer. 

The uncertainties of the measured frequency shifts and thus the estimated 
velocities are ultimately limited by the number of photons detected during the 
residence time of a particle (or set of particles) in the measuring volume. 


* Permanent address: 

Ris0 National Laboratory, DK-4000 Roskilde, Denmark 
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I 

The variance of the estimated frequency shift is given by 

var 1 (Ao))^ 

TAo) 

for a reference beam system 
and by 

var =: 1 (Acl))^ 

TAo) 

for direct detection with a F-P. 

TAoj is the averaging time bandwith product for each channel of the analyzer, 

Aco is the frequency broadening caused by the finite residence time (or pulse 
length for a pulsed system. It is assumed that the analyzer bandwith equals 
the signal bandwidth. is the number of photons detected per residence time. 
Thus, everything else being equal direct detection is preferable if N^<1 , and 
reference beam detection is best with N^> 1. 

These results are related to the effects of laser wavelength particularly 
around 0.5 ym and 10.6 ym. For a given laser power and transmitter/receiver 
aperture is highest at 10.6 ym for almost any reasonable particle size 
distribution, but the measuring volume is also proportional to x ^ and thus 
the spatial resolution decreases drastically with increasing wavelength. 

The considerations given so far are based on the assumption that a continuous 
signal is detected. For shorter ranges (i.e. below 100-300 m depending on 
particle size distribution) single burst detection is preferable: Measure- 

ments are only performed when the signal power exceeds a certain threshold. 

Two examples of practical lay-outs and measurements for cw and burst 
detection methods are given. 
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LIDAR OBSERVATIONS OF THE DAILY VARIATION OF 


BOUNDARY LAYER WINDS AND TURBULENCE 
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R.L. Coulter 
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Lldar was used to measure wind and PBL depth for a 6 day period from 
16 to 21 July 79 as part of CIRCE (the Central Illinois Rainfall Chemistry 
Experiment). The boundary layer depth was measured from RHI and RTI scans. 

These measurements compare favorably with the depths observed In Radiosonde 
temperature soundings. The model of Sroga et al. (1980) was used to measure 
the speed, direction, and RMS variation of the wind. During the data analysis, 
an extension to this model was discovered which reduces the random errors in 
the measurement of the wind component along the Ildar beam. 

An extensive data set with over a thousand Individual wind measurements 
has been compiled from these Ildar observations. During the daylight periods, 
Ildar wind and depth measurements were normally made every 15 minutes. The 
Ildar measurements of wind speed and direction are compared with radiosonde 
measurements and are found to be In close agreement. 

This experiment Includes a period of 32 hours with nearly continuous 
Ildar measurements. These observations show wind and PBL depth evolution over 
a complete diurnal cycle. The nocturnal portion of these measurements, when 
compared with kytoon measurements, show that a scanning Ildar system can measure 
nocturnal winds. The time-height cross sections of the nocturnal winds clearly 
show the transition from a daytime to a nighttime boundary layer. 


Ref; J.T. Sroga, E.W. Eloranta, T. Barber, 1980: Lldar Measurements of Wind 

Velocity Profiles in the Boundary Layer. J. Appl. Meteor. 19 , 598-605. 
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Jig. 1: Time-height cross section for the wind speed (m/s) from lidar ( -), radiosonde ( *• ) , 

kytoon ( • ) » and surface observations ( ** ) . The solid line represents the top of the boundary 
layer. The dotted line represents the top of the nocturnal haze layer. Time-height cross 
sections were also prepared for the direction and RMS variation of the wind. The lidar measure- 
ments were made by the University of Wisconsin lidar system. ^The radiosonde, kytoon, and surface 
measurements were provided by Argonne National. Laboratory. 




Wind Comparison Measurements Between A Pulsed Doppler Lidar 

and Other VJind Sensors 
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The NOAA-WPL pulsed CO 2 Doppler lidar system is being utilized 
in several atmospheric research and engineering applications such as 
boundary layer winds, severe storm development, wind shear monitoring, 
and measurement of winds aloft and along the glide slope for the 
Space Shuttle (STS-2) landing. An effort is in progress within the 
Wave Propagation Laboratory to compare the lidar wind measurements 
with other wind measuring sensors such as rawinsondes, microwave 
radar, instrumented towers, and instrumented aircraft, over as wide 
a range of meteorological conditions as possible. 

The characteristics of the pulsed C0_ Doppler lidar are as 
follows : 


CO^ TEA Transmitter - 80 mJ 

Telescope Aperture - .27 m 

Spatial Resolution - . 5 km 

Pulse Repetition Frequency - 10 Hz 

Doppler Velocity Algorithm - Pulse Pair 


The lidar operates in a velocity azimuth display (VAD) scan in which 
the laser beam is rotated around a vertical axis. The zenith angle 
can be varied from 15 to 90 to allow a more varied scan coverage 
and to match, as closely as possible, the sensitive measuring volume 
of the other wind sensors. 

Results obtained to date indicate reasonable agreement between 
the lidar, an instrumented tower, Jimspheres, and rawinsondes. 



MEASUREMENT OF WINDS, BACKS CATTER, AND RETURN SIGNAL 
PROPERTIES USING PULSED COHERENT LIDAR 


R.M. Hardesty 
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Since spring 1981, the Infrared Doppler Lidar program area of NOAA' 
Wave Propagation Laboratory has operated a pulsed coherent CO 2 lidar in 
a variety of remote sensing applications. Designed to demonstrate the 
utility of coherent lidar technology as an effective tool for remote pro 
filing of winds in the clear air, the system has also been used to mea- 
sure aerosol backscatter coefficients aloft, examine statistical proper- 
ties of the aerosol and hard target backscattered signals, and determine 
the effect of atmospheric turbulence on system performance. 

The lidar system, which is entirely contained in a semitrailer, 
can be easily transported to a remote site and powered from standard 
utility lines or a portable generator. Operating in a hybrid configura- 
tion, the grating- tuned transmitter produces single longitudinal mode 
pulses with 80-100 mJ of energy contained in the 2 ys effective pulse 
duration. Approximately 75 dB of isolation between transmitter and 
receiver is provided by a Brewster-angle transmit-receive plate and a 
28 cm diameter, f/6, off-axis parabolic telescope. During operation the 
output of the signal detector is demodulated to produce complex (in- 
phase and quadrature) signals at baseband. These signals are digitized 
at a 10 MHz rate during every pulse, moved into a minicomputer for 
processing, and written on magnetic tape. 

By directing the transmit beam out through a roof-mounted scanner, 
we can examine a full 360° of azimuth and from 0° to 90° of elevation 
angle. The 2 ys transmit pulse length results in a minimum range re- 
solution of approximately 300 m. System calibration indicates that 
usable signals for velocity and intensity measurements can be measured 
at 2 km range when volume backscatter coefficient levels are as low 
as 10~H m“l sr“l. Maximum horizontal range can he as much as 22 km. 

Bac.k6c.cutteA2d Slgyiat 

Coherent lidar returns from the atmosphere undergo random fluctua- 
tions in irradiance due to speckle, which results from relative phase 
changes in the signals scattered by the individual aerosol particles. 

Our measurements indicate that the probability density function (pdf) 
of irradiance in the low turbulence case is exponentially distributed, 
consistent with a Rayleigh phasor model. As turbulence increases 
along the propagation path, the pdf is altered by the additional scin- 
tillations, with normalized variance increasing and mean signal level 
decreasing. 



The characteristic time scale of the speckle-caused fluctuations is 
an important parameter in determining the interval required to accurately 
average the mean irradiance. This parameter is a function of both the 
transmit signal bandwidth as well as atmospheric properties such as 
velocity turbulence and shear. Analysis of aerosol-backscattered lidar 
irradiance data shows that the atmospheric effects often doubled the 
rate of signal fluctuation relative to returns from hard targets. This 
improves spectral zeroth-moment estimation, but can degrade frequency 
(first moment) measurements when signal-to-noise ratio (SNR) is marginal. 

Bac-k^catteA. Co 


Since a scarcity of information exists on the variability of the 
lidar volume backscatter ing coefficient (3) in the troposphere and lower 
stratosphere, we have measured 3 on a daily basis throughout the year 
of system operation. Backscatter coefficient is calculated by measuring 
the SNR in the returns from the vertically pointing beam and inverting 
the lidar equation to solve for 3 . We typically averaged 500 to 2000 
pulses to reduce the speckle-caused fluctuations in the return. 

Our measurements show a marked difference in the 3 values measured 
over Boulder during summer and winter. During the summer we often mea- 
sured 3 values of 10“^ m~l sr~l at heights coincident with or near the 
tropopause. In many cases we were also able to observe returns from 
volcanic dust clouds in the stratosphere. During winter however, back- 
scatter appears to fall off much more sharply with altitude, implying 
substantially reduced turbidity in the mid to upper troposphere. Analy- 
sis of returns from summer months indicates that the distribution of 3 
values very closely approximates a lognormal distribution. 

OJ^nd 

We determine the radial velocity of the wind by measuring the mean 
Doppler shift in the aerosol-backscattered signal as a function of 
range. Actual calculation of the mean frequency shift is done digitally 
using either a complex covariance or Fast Fourier Transform (FFT) algo- 
rithm. These provide good single-pulse frequency estimates at wideband 
SNR's as low as -0 dB (Fig. 1), enabling wind measurments to be made 
in the boundary layer at 3 values down to 10~H m-1 sr~l. Figure 2 is a 
plot of the average FFT of an aerosol return taken while the system was 
vertically pointing, showing the presence of backscattered signal from 
heights to 10 km. We have also evaluated the effectiveness of other 
algorithms, such as maximum entropy and poly-pulse pair, as mean fre- 
quency estimators. 

To determine the three-dimensional wind vector from the radial mea- 
surements, we employ a VAD (velocity-azimuth-display) concept, where the 
beam is conically scanned in azimuth around a vertical axis. Under ty- 
pical conditions a plot of radial velocity versus azimuth approximates 
a sinusoid plus noise, with the noise resulting from measurement un- 
certainties as well as turbulence. We process VAD scans by finding the 


sinusoid which has the best least-squares fit to the data. Average 
horizontal wind speed over the volume is proportional to the amplitude 
of the fitted sine wave, wind direction is proportional to its phase, 
and vertical velocity is proportional to the offset of the sinusoid 
around zero. 

The system capability for remote wind speed measurement has been 
demonstrated in a number of applications. During November 1981 we 
provided NASA with comparison wind measurements in support of the 
STS-2 landing at Edwards Air Force Base. The lidar wind measurements 
showed close agreements with those measured using site-launched radio- 
sondes and jlmspheres. During spring and summer 1981, the lidar system 
participated in experimental efforts studying upslope winds, ice crystals 
in cirrus clouds, as well as the Joint Airport Weather Study (JAWS) with 
NCAR and NASA. 


Wind Measurement Error 



Fig. 1. Standard deviation of single pulse complex-covariance velocity 
measurements versus SNR for NOAA lidar. 
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Aerosol Spectra 



Fig. 2. Averaged spectra of aerosol-backscattered returns showing decrease 
in SNR with range. Note presence of signal from 10.5 km AGL, 
illustrating the system's capability to measure winds in the upper 
troposphere . 
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A DIRECT LASER DOPPLER ANEMOMETER FOR REMOTE WIND SENSING 


F. Kopp 
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Institute of Optoelectronics 
D-8031 Wessling 
Federal Republic of Germany 


The DFVLP direct Laser Doppler Anemometer (LDA) is an active system 
using a COp-cv.’-l aser for radiation source. Its output power of 5 W is 
focussed by a 30 cm diameter telescope into the region under investi- 
gation. Some of the radiation is backscattered by small aerosol parti 
cles drifting with wind speed through the sensing volume. The back- 
scattered radiation is collected by the telescope and detected by co- 
herent techniques. In that my, the Doppler shift can be extracted 
which directly determines the line of sight component of the wind vec 
tor. 


SYSTEM PARAMETERS OF THE LASER DOPPLER ANEMOMETER 


LASER: CO 2 , continuous wave 

output energy 5 W 

short term stability (50 usee) better 3 kHz 


LOCAL OSCILLATOR: 
energy 


appr. 1 mV/ 


TELESCOPE: 
aperture 
focal length 


30 cm 

90 cm 


DETECTOR: Pb Sn Te 

sensitive area 

1/7 - 1 

detectivity in cm (Hz) ' W 


0.25 mm 
5.7- 10^*^ 


SYSTEM ACCURACY: 


SAW bandwidth 

30 

kHz 

velocity 

resolution 

0.2 

m/s 

accuracy 

of velocity 

better 1 

m / 5 

accuracy 

of direction 

appr. 5 

deg 



Since the development of LDA techniques is pretty well advanced, we 
specified the basic system and ordered it from industry. Its properties 
are summarized in the table. 

Two examples of wind measurements are given in Fig. 1. The measurements 
were carried out horizontally close to the surface, using the basic 
system. Focussed to 100 m range the frequency spectrum shows a sharp 
peak at 550 kHz, corresponding to a wind speed of 2.9 m/s. At 1000 m 
range a wider peak shape can be observed. That is caused by the in- 
creased length of the sensing volume (factor 100) which covers regions 
of different wind speeds. 



Figure 1; LDA wind measurements along a 
horizontal path. 


As mentioned before, the *^asic system yields the line of sight compo- 
nent of the wind vector in the sensing volume. The range variation is 
carried out by shifting the secondary lense of the telescope automati- 
cally. All other v/ind components can be constructed by a certain number 
of line of sipht components. Therefore, the basic system had to be ex- 
tended by a scanning device. In Fig. 2 a schematic drawing of the scan- 
ner is shown. In front of the telescope a fixed mirror points the beam 
vertically unv/ard to the second mirror which can be rotated 360° around 
the vertical axis. In that way, the full azimuth range is scanned. The 
third mirror can be rotated around the horizontal axis from 0° to 90 
which corresponds to an elevation scan from the horizon to the zenith. 
Both scans together allow the system to measure at any point of the 
hemisphere up to more than 1 km around the LDA. The steering unit of 
the scanning device is very fast; position changes of 60° can be carried 
out v/ithin 1 s. Since the whole system is controlled by a processor, 
certain scan procedures can be performed automatically. 

From the numerous possible applications of a direct LDA system we are 
mainly interested in profiles of wind vectors in the boundary layer and 
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in the propaoation of v/ake turbulences near airfields. For the 
application the velocity azimuth display (VAD) scan technique i 
whereas for the second the fingerscan is suitable. Experimental 
suits v;ill be presented. 



Figure ?: Scanning device for the Laser Doppler 

Anemometer. 
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(ADLS) - RESULTS OF 1981 CV-990 FLIGHT EXPERIMENTS 
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INTRODUCTION 

This paper reports on a series of research flights with the ADLS in- 
stalled on the NASA/ Ames Convair 990, Galileo II, during the summer of 
1981, These flights resulted in extensive data sets on a variety of 
atmospheric phenomena: boundary layer flows, gust fronts, cloud entrain- 
ment, pollution transport, and terrain effects. The test program con- 
sisted of some 21 flights ranging in duration from three to five hours 
for a total of eighty hours. The flights were conducted in California 
in the Central Valley and near the San Gorgonio Pass, in Oklahoma at the 
National Severe Storms Laboratory, and in Montana during the Cooperative 
Convective Precipitation Experiment (CCOPE) . A number of comparisons 
were obtained in the course of the flights involving towers, ground 
based radars, and instrumented aircraft. 

ADLS DESCRIPTION 

The ADLS is a coherent pulsed CO 2 Doppler lidar which operates at wave- 
length of 10.6 ym and pulse length of 300 m. The system measures 
Doppler frequency shift llne-of-sight lidar radiation backscattered 
from atmospheric aerosols with size of 1 to 10 ym diameter. In this 
way estimates of line-of-sight component of wind velocity vector are 
inferred at 300 m intervals out to a range of 5 to 20 km depending on 
aerosol concentration. The lidar pulse prior to entering the atmosphere 
passes through two germanium wedges which, by means of refraction, cause 
a deviation in pulse direction. By rotating the two wedges, the pulse 
direction is scanned in a horizontal plane 20° forward and 20° aft of 
the telescope line of sight, which is normal to the aircraft centerline. 
Thus by firing the laser successively in the forward and aft directions 
in the horizontal, at intervals of aircraft travel distance of 50 to 
150 m, fields of forward and aft line-of-sight wind velocity components 
are obtained which in turn can be used to infer a field of horizontal 
wind vectors with Nyquist wavelength of approximately 600 m. A 10 km x 
10 km wind field map is produced in approximately 80 sec and is displayed 
in real time onboard the aircraft. The line-of-sight wind component is 
extracted from the backscattered radiation by employing poly-pulse-pair 
processing (Lee and Lee, 1980). Additional details about the ADLS are 
provided by Bilbro and Vaughan (1978) and Bilbro et al. (1982). 
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EXPERIMENT DESCRIPTIONS 


Oklahoma Experiments 

Four research flights were conducted in Oklahoma with a total of 
eleven hours devoted to a variety of research targets. Good data sets 
were obtained in the cloud-free afternoon boundary layer, in the 
prestorm boundary layer, at cloud base near a large storm with gust 
front and inflow regions, and circumnavigating one of the ground based 
Doppler radars at a constant range. All of the flights were made within 
the range of the NSSL Doppler radar based at Norman, Oklahoma, and much 
of the time within the area that yields dual -Doppler data when the unit, 
located at Cimarron, Oklahoma, was operational. During the periods 
without clouds, the Doppler radars and the lidar were sampling the same 
regions producing comparative measurements of the clear air motion. 

When clouds were present, the radar-measured cloud velocities are 
complementary to the clear air returns of the lidar obtained outside 
the cloud and below cloud base. Comparison of the results of these two 
remote measurement systems that respond to different phenomena on diffe- 
rent space scales should be helpful in further understanding convective 
response to atmospheric forcing. 

Montana Experiments 

Five research flights totaling 25 hours were flown in Mantana in con- 
junction with the CCOPE. Excellent data sets of atmospheric boiindary 
layer flows, gust fronts, and turret clouds were acquired over, and on 
the edge of, the CCOPE data acquisition network which consisted of 
Doppler radar, surface, and rawinsonde networks, and various aircraft. 

Convective planetary boundary layer (PEL) experiments were flown on July 
16 and 20. Chaff was released in the region of the experiments to in- 
sure that Doppler radar data would be obtained. In addition, the NCAR 
Queen Air 2 and Sabreliner acquired gust probe measurements by flying 
approximately 4 km from, parallel to, and at the same pressure altitude 
as the CV-990. The CV-990 flew both straight line and race track 
patterns at a series of altitudes between 1.2 and 4.3 km MSL. Two 
patterns were flown at approximately 150 m above the "top" of the 
boundary layer as determined by the NCAR aircraft sounding (one at the 
beginning of each experiment and one at the end) . The remaining 
patterns were flown in PEL. Figures 1 and 2 provide samples of the 
real-time data acquired on July 16. They were taken at 3.1 and 2.3 km 
MSL, above and within the PEL, respectively. Above the PEL, the flow 
was from 250° at 5 m/s, while below, the flow direction and velocity 
were highly variable. These data are consistent with regard to the 
gross character of the flow as measured by the NCAR Queen Air. 

An example of the flow field associated with a gust front is shown in 
Figure 3. This example is one of many acquired on July 23 from a 
low-level circumnavigation of a thunderstorm that occurred in the north- 
east section of the CCOPE network. This was an intense storm and 
consequently received extensive aircraft and radar coverage. 



California Experiments 


Two research flights were conducted in the California Central Valley. 

The objective of the flights was to study the extended sea breeze cir- 
culation that is forced by the presence of the cool Pacific Ocean and 
strong heating of the interior valley. The valley is situated between 
the coastal mountains and the Sierra Nevada, and inflow is limited to 
a few gaps in the coastal mountains because of the strong coastal in- 
version. The aircraft flight track was around the perimeter of the 
valley near the top of the boundary layer with the lidar pointing out 
toward the mountains and coastal passes. In this manner, the lidar 
system was effective in measuring details of the flow around inflow 
passes, in clarifying the way that air is conducted up along the heated 
bordering slopes to cause outflow. Two research flights in and near 
the San Gorgonio Pass region of southern California investigated details 
of the flow that is the principal way that marine air from the Los Angeles 
Basin moves to the low desert region. 
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Figure 1, CCOPE flow field at 3.1 km MSL measured July 16, 1981. 
Vector length proportional to wind speed. 1 cm long vectors are 
"wild" points due to laser "moding." 
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Figure 3. Example of gust front acquired at CCOPE July 23, 1981 
at 1.2 km MSL. 
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Abstract 


Recently several space-based lidar systems have been proposed. These 
systems include a coherent lidar, WINDSAT, proposed by the National 
Oceanic and Atmospheric Administration (NOAA) to measure global winds 
and incoherent lidars proposed by NASA Langley Research Center and the 
Air Force Geophysics Laboratory (AFGL) to perform atmospheric research. 
This paper presents results of a study ^ performed by Lockheed, Perkin- 
Elmer and NOAA to determine the feasibility of performing both incoher- 
ent and coherent missions with a single space-based lidar system. Cost 
efficient ways of combining Incoherent and coherent applications using 
the same space-based lidar have been developed. 

NOAA-WPL began a program to develop a pulsed CO 2 coherent lidar system 
to measure atmospheric wind several years ago. NOAA studies established 
the feasibility of a satellite-borne global wind measuring lidar2»3 and 
defined the hardware for a Shuttle-borne wind measuring lidar system 
known as WINDSAT'^. Meteorologists feel that accurate global wind meas- 
urements made on a timely basis, as could be achieved with spaceborne 
lidars, would allow a significant improvement in weather forecasting 
capability. Improved forecasting could result in large savings to many 
segments of the population. 

NASA Langley has extensively investigated use of a Shuttle-based 
lidar system for atmospheric research. A NASA Atmospheric Lidar Working 
Group established scientific objectives and requirements for 26 atmos- 
pheric lidar experiments -5, many of which address important air pollu- 
tion problems. A NASA Langley study also established the feasibility 
of an evolutionary Shuttle-based lidar multi-user instrument to perform 
the 26 experiments^. 

AFGL has also been active in studying techniques for determining the 
density of the neutral atmosphere using space-based laser radars. An 
AFGL study^ showed the feasibility of determining atmospheric density 
using a lidar system very similar to that proposed by NASA Langley. 



WINDSAT Baseline 


The WINDSAT design served as a baseline concept. In the WINDSAT lidar 
operation, a laser pulse is directed through a transmitting telescope 
toward the earth’s atmosphere. A small fraction of the incident pulse 
is sent back as signal into the transceiver due to backscatter from 
atmospheric aerosols. Since the aerosols are moving with the wind, the 
signal is Doppler shifted from the transmitted frequency. The signal 
is heterodyne detected and the frequency shift measured, thereby giving 
the wind component along the transceiver line of sight. 

Scanning the transmitted beam is required to cover the entire earth and 
to make measurements of the same locale from two different look angles. 
This converts line-of-sight (radial) wind components into orthogonal 
components parallel to the earth’s surface, thereby obtaining wind 
direction. 

The baseline WINDSAT instrument has a 1.25-m diameter, fO.95 telescope, 
diffraction limited with a 0.2 linear obscuration. The telescope is 
continuously scanned conically so that its optical axis rotates at an 
angle of 60° about nadir. Coherent detection requires accurate coalign- 
ment of the transmit and receive, beams and to accomplish this while 
scanning, requires a lag angle compensator (LAC) to bring the return 
signal beam back on axis. Lag angle compensation is achieved with two 
agile mirrors, one of which performs a first-order linear correction 
to the return signal, and the second which performs a second-order 
correction. The second mirror also corrects for laser beam wander and 
Shuttle perturbations. A rotating mirror is used as a transmit /receive 
(T/R) switch. 

The WINDSAT laser is an injection-controlled unstable -resonator CO 2 
TEA laser operating at 9.11 pm. Laser output is specified to be 
10 J/pulse, 8 pulses per second, and 5 ys nominal pulse duration. 

Signal and data processing provide onboard radial wind estimation in 
one range bin for every pulse. All the lidar data are compressed, 
to a 1-Mbit rate, then buffered and transmitted to ground through TDRSS 
for ground processing. Command and control functions are performed by 
two 16-bit microprocessors and two random-access memories. 

Incoherent Lidar Requirements 

An incoherent lidar sends a laser pulse towards the ground at an appro- 
priate atomic or molecular wavelength. The signal is back scattered 
energy from the pulse. The NASA and AFGL experiments cover a range of 
techniques. The fundamental requirements are the ability to cover a 
wide wavelength range with a variety of laser sources and detectors. 
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the ability to cover a field of view ranging from 0.1 to 6.0 millirad- 
ians, optical quality such that the geometric blur is less than 1/4 of 
the selected field of view, high system transmission at all operating 
wavelengths, coalignment among various transmitters and receivers, and 
2-50 milliradian pointing knowledge. Switching speed for the transmit/ 
receive switch is an issue for some of the later experiments where high- 
altitude measurements are desired. 

The NASA multi-user telescope is non-scanning and nadir viewing, and has 
a 1.25-m-diameter receiving aperture. Laser sources are transmitted 
through small separate optics passively aligned to the receiving 
telescope. 

The major Impacts on the WINDSAT system derive from the requirements for 
nadir viewing and flexibility to accommodate multiple sources, detectors 
and fields of view. 

Combined WINDSAT/Atmospheric Multi-User Lldar Concepts 

WINDSAT in principle is capable of making some atmospheric measurements 
without changes. NOAA analyzed how well the 26 NASA experiments could 
be performed at the WINDSAT CO 2 wavelength, with the WINDSAT system 
"as is", or with minor modifications. NOAA found that four of the 
atmospheric experiments plus two WINDSAT type experiments can be per- 
formed. No changes of onboard hardware are required, but minor changes 
in ground processing of data are implied. The remaining NASA experi- 
ments are ruled out because of laser incompatibility. 

Modified WINDSAT concepts were developed which meet all of the NOAA, 

NASA and AFGL objectives. There were two general trades to be con- 
sidered when modifying WINDSAT. First was the trade between leaving 
the WINDSAT telescope as configured and performing a Shuttle roll to 
achieve nadir viewing, or reconstructing the WINDSAT telescope to a 
nadir viewing device. The second trade Involved a choice between 
common or separate T/R optics. 

Four concepts encompassing all of the trade options were developed: 1) 
the first concept uses the WINDSAT telescope in an "as is" configuration 
that is in a 60*^ orientation to nadir with additional sources mounted 
on the back of the telescope; 2) the second concept uses an "as is" 
telescope with added sources and detectors mounted in the lidar struc- 
ture and sharing the telescope using a transrait/receive (T/R) switch; 

3) the third concept reorients the telescope into a nadir viewing 
device, mounts the lasers separately and mounts the focal planes 
beneath the telescope using a selection switch; 4) the fourth concept 
also is a reoriented nadir-viewing telescope with lasers and detectors 
mounted as in concept two. The first concept is minimum cost but can 
perform only a few atmospheric experiments on each flight. The first 


two concepts allow WINDSAT and atmospheric experiments to be performed 
on a time-shared basis on the same flight. The last two concepts are 
the most expensive, but best suited to multimission use; however, 
WINDSAT missions would have to be performed on separate, earlier 
flights before the optics are reconfigured. 

This work was performed under NOAA Wave Propagation Laboratory Contract 
NA79 RA.C-00127. Support was also provided by the NASA Langley 
Research Center and AFGL. The contributions of Kenneth Crumbly of 
NASA Langley and Donald Bedo of AFGL to this study are greatly 
appreciated. 
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INTRODUCTION 

The desirability of global direct wind measurements is without debate. 

The required accuracy and spatial/ temporal resolution are, however, 
still to be established through model sensitivity evaluations and simu- 
lation studies. Depending upon the Interests of the scientists involved, 
the simulations are likely to emphasize particular scales of atmospheric 
phenomena. This presentation will focus upon the effects of meso 3 
(<100 km) and convective (~1 km) scale features on the retrieval of wind 
estimates from a conically scanning lidar in a low earth orbit (LEO) . 

The overall objective was to develop a set of computer simulations of 
atmospheric conditions that will impact the performance of a satellite 
based Doppler lidar wind measuring system. Four of the most important 
atmospheric factors are 1) the three-dimensional turbulent wind field, 

2) aerosol size and concentration distributions in space and time, 3) 
distribution of absorption gases (CO 2 & ^20) and 4) distribution of cloud 
in both the horizontal and vertical. 

DESCRIPTION OF THE MODEL 

The present model consists of four main modules - three-dimensional 
wind field, cloud field, shot selection and lidar wind estimation. The 
wind field is specified for any point in space by a set of continuous 
functions which include turbulent terms. Meso 3 wind field features are 
approximated with gausslan deviations from a mean vertically sheared 
profile. One example of a north-south cross section of a "jet" feature 
used to examine scanning and wind estimation techniques is shown in 
Figure 1. Lidar winds calculated from several shots into such a wind 
field are compared with the layer average winds printed on the right side 
of the figure. 

A single cloud, random distribution of clouds or an organized array of 
clouds can be superimposed on the wind field. Approximate vertical 
velocity fields associated with individual convective cells are in- 
cluded . 

A conical scan from a satellite at 800 km has been assumed. Figure 2 
illustrates a shot distribution into a 300x300x1 km box located 600 km 
to the left side of a satellite ground track. This particular volume 
was proposed as the evaluation standard (Huffaker, 1978). However, the 
current model can evaluate the shots into any size box, located any dis- 
tance less than 1200 km from the satellite path. 


The following orbit/lidar factors have been used as inputs to the current 
model ; 

orbit height = 800 km 
satellite speed = 7.5 km/sec 

conical scan revolution rate = 15 sec/ revolution 
shot frequency = 8/ sec 
shot elevation from vertical = 56® 
lidar pulse length = 2 km. 

With these inputs, a maximum of 32 lidar shots are possible within the 
reference volume. When clouds are Introduced the number of shots reach- 
ing the ground are reduced. The representativeness of the wind estimate 
under these conditions is addressed in this research. 

The two-dimensional lidar winds are calculated with the assumption that 
the average vertical speeds over a 300x300 km area will be very small 
(<10 cm/ s) compared to the horizontal speeds. The validity of this assump- 
tion is being tested with the model since the number of shots (32 or less) 
is not great and therefore a few shots into small regions with large 
(>1 m/s) vertical speeds could contribute significantly to the mean wind 
field estimate. 

With 32 shots from 32 different directions into 32 different parts of the 
300x300 km area, there are 468 pairs of equations that can be solved for 
the horizontal wind components. With the spread contained in the infor- 
mation from each pulse and the presence of a horizontal wind gradient, 
there are 468 different U and V components calculated. Taking the un- 
weighted mean of these calciiLated speeds can result in large errors and 
standard deviations in the estimates. Besides weighting each shot by the 
quality of the Doppler signal, additional weighting on the basis of shot 
location and azimuth was investigated, 

RESULTS 

Three principal questions have been addressed so far: 1) What weighting 

function(s) minimizes the standard deviation in the wind estimate? 2) How 
many shots are needed to obtain +1 m/ s , + 10° accuracies? 3) What effect 
do lidar sample scale (~100 m) vertical motions have on the wind estimate? 

Study of the individual solutions of the shot pairs revealed that two 
weighting functions may reduce the error and standard deviation in the 
speed estimate. One weight is a function of the horizontal distance (D) 
between the shot information: 

WEIGHT 1 = 420/(420+9*D) . 

The second and more effective weighting function is based upon the angle 
(RDIF) between two shots being used: 

WEIGHT 2 = ABS(C0S(1.57-RDIF) . 

The effects of the weighting factors were studied by using all 32 shots 
into the wind field of Figure 1. The results of comparing the u estimate 
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(unweighted, with weight 1 only, and with weight 2 only) with the actual 
layer averaged wind speed are shown below. 


Height Unweighted 1 Weight 1 Weight 2 Reference Field 

(km) 



UT 

SDU 

UT 

SDU 

UT 

SDU 

RW 

SDRW 

.56 

1.57 

.99 

1.57 

95 

1.42 

.15 

1.52 

.22 

1.68 

2.12 

1.80 

2.11 

1.73 

1.86 

.27 

2.00 

.40 

2.80 

2.92 

3.10 

2.90 

2.98 

2.49 

.46 

2.68 

.68 

3.91 

4.04 

5.02 

4.01 

4.83 

3.37 

.75 

3.64 

1,09 

5.03 

5.54 

7.70 

5.48 

7.40 

4.55 

1.14 

4.91 

1.65 

6.15 

7.42 

11.16 

7.32 

10.73 

6.04 

1.64 

6.49 

2.36 

7.27 

9.62 

15.32 

9.47 

14.71 

7.81 

2.24 

8.33 

3.20 

8.39 

12.00 

19.95 

11.79 

19.14 

9.76 

2.90 

10.31 

4.11 

9.51 

14.32 

24.54 

14.05 

23.52 

11.70 

3.56 

12.26 

4.97 

10.62 

16.38 

28.79 

16.04 

27.57 

13.47 

4.16 

13.93 

5.77 


It is clear that weighting by the angle between two shots not only 
reduces the variance in the estimate but also reduces the error in the 
means. The question of the number of shots needed was approached by ran- 
domly selecting a certain number of shots from the maximum total of 32. 

The difference between the real wind layer average and the lidar wind 
estimate was then plotted against number of shots used (Figure 3) . From 
this one test case, it seems that at least 6-8 shots are needed to get 
within 20% of the real wind; 15-20 shots to be within 10% of the real 
wind, and 25-32 shots to be within 5%. All these calculations were done 
using the weighting factors mentioned previously and no vertical velocities. 

The effect of small scale vertical motions on the large scale (~300 km) 
horizontal wind estimate was studied by introducing either random buoyancy 
plumes (w = +5 m/s) that are likely under strong surface heating situa- 
tions or random clear air downdraft regions (w = -1 m/s) near cloud 
boundaries. For the clear air situation, the vertical velocities intro- 
duced variance that was of nearly equal magnitude as that in the hori- 
zontal wind field. For cloudy regions the effect was similar due to the 
reduced number of shots used in the estimate. The greater problem of the 
cloud situation may be the biasing of lidar sampling towards the clear air 
region between storm cells where the horizontal winds are strongly affect- 
ed by storm dynamics. Mare simulations to put bounds on this problem are 
planned . 

In addition to expanding on the above investigations, the intention is 
to Introduce actual case study data (e.g. prefrontal, frontal and post- 
frontal situations) into the simulation model and look at the correlated 
effects of aerosol, cloud and wind distributions. 
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PARTICULATE EXTINCTION AND BACKSCATTER PROPERTIES 
DETERMINED FROM LIDAR MEASUREMENTS 


J. A. Reagan, C. L. Goldsmith, 

A. J. Anderson, and J. P. Garcia 
University of Arizona 
Tucson, Arizona 85721 

As reported previously (Spinhirne et al. , 1980), 
vertical profiles of particulate extinction may be 
determined from multiple zenith angle lidar measurements, 
i.e., the slant path technique. This measurement approach 
has been employed on a semiroutine basis over the past 
three years in an investigation of the optical properties 
of atmospheric particulates near Tucson. Preliminary 
results of this work were given at the last lidar con- 
ference (Reagan et al.^ 1980). This paper will update the 
previously reported results regarding observed particulate 
extinction profiles, mixing layer heights, mixing layer 
particulate optical depths, and mixing layer particulate 
extinction- to-backscatter ratios, in addition, results 
will also be presented from an intercomparative experiment 
which included lidar slant path measurements, tethered 
balloon measurements of particulate size distributions, 
and solar radiometer measurements of particulate spectral 
optical depth. These data are being analyzed to assess 
the extent to which lidar observed patterns in particulate 
extinction and backscatter may be related to specific 
forms of the particulate size distribution and certain 
ranges of the particulate refractive index. 


Acknowledgments t This work has been supported by ARO 
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ELEVATION-SCANNING LIDAR MEASUREMENTS OF HAZE EXTINCTION 
AND THEIR RELATIONSHIP TO ALBEDO CHANGES 

Philip B. Russell and John M. Livingston 
Atmospheric Science Center, SRI International, Menlo Park, CA 94025, USA 

During the 1979 field program of the Sutro Tower Aerosol and Radiation Study (Russell 
et.al., 1979), SRI International used a vertically scanning lidar to measure haze extinction 
profiles while tower-mounted radiometers measured albedo changes caused by the haze. The 
experimental setup is shown in Fig. 1. 

The lidar measurements used the 
slant-path or zenith-scanning technique to 
derive extinction profiles. This technique 
has been previously used by Hamilton 
(1969), Reagan et al. (1977), and Spinhirne 
et al. (1980), whose measurements were 
confined to twilight or nighttime. We 
believe this is the first application of the 
technique in fully sunlit conditions. The 
technique assumes that certain atmospheric 
layers (typically the clear or "clean" layers) 
be horizontally homogeneous. It yields the 
optical depths of intervening layers, which 
may be somewhat inhomogeneous in the 
horizontal, and it converts these optical 
depths to range-resolved extinction by 
assuming that the particulate backscatter- 
to-extinction ratio is independent of range 
within any turbid layers. 

In the measurements reported here, 
two-way optical depths 2t(z) were obtained 
by two solution techniques, one of which 
was to fit a regression line to the equation 

ln[S(z,e)/S(z,90°)] = 2t(z) [m(€)-l] , (1) 

where S(z,e) is the range-corrected, transmit-energy-normalized lidar signal backscattered 
from height z for a shot fired at elevation angle €, and m(€) is the slant-path airmass, 

m(e) = CSC € (2) 

Fig. 2 shows signal ratios and best-fit optical depths obtained for two times of day and four 
different closely-spaced heights. Each of these heights is in relatively clean air above the haze 
boundary layer. The Rayleigh scattering gas optical depth (X.=0,69 /tm) across all four 
heights is about 0.003, which is much less than the measurement errors in total (gas plus par- 
ticle) optical depth shown. As expected, the height variation of measured total optical depth 
is not significant compared to the measurement errors. Hence, we have computed an error- 
weighted, height-averaged value as the best estimate of optical depth at the mean height, 1.7 
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FIGURE 2 SLANT/VERTICAL SIGNAL RATIOS AND BEST-FIT LINES. For clarity, ratios at 
height 1.8, 1.6, and 1.4 km have been multiplied by 0.5, 0.2, and 0.1, respectively. 
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FIGURE 3 

LIDAR-DERIVED PARTICULATE 
OPTICAL DEPTHS (X = 0.69 jum), 
14 NOVEMBER 1979, MT. 

SUTRO, SAN FRANCISCO 
Symbols give values measured by 
slant-path scans at indicated times. 
Rayleigh scattering gas optical depth 
Tg = 0.008, has been subtracted from 
total to obtain values shown. Curves 
give values derived from column 
backscatter measurements using 
backscatter-to-extinction ratios 
temporally interpolated between 
scan times. 


193 


HEIGHT (ASL) 




(a) 0842 PST (b) 1058 PST (c) 1412 PST 

FIGURE 4 PARTICLE EXTINCTION PROFILES, Ep (X= 0.69 /xm), MEASURED BY LIDAR AT 
THREE EXAMPLE TIMES, 14 NOVEMBER 1979, MT. SUTRO, SAN FRANCISCO. 

The gas extinction profile Eg (dashed line), is derived from the morning radiosonde sounding 
at Oakland, 21 km east of the tower. 

Optical depths were also computed by averaging results obtained from slant-to-vertical 
signal ratios for individual angles. With few exceptions, the best-fit le.g. (3), (4)] and angle- 
average results agreed to within their respective errors. Fig. 3 shows optical depths obtained 
at ten times throughout the day by averaging the best-fit and angle-average results. The error 
bars (Icr) reflect both the uncertainties of each method and the difference between their 
results. 

Fig. 4 shows vertical extinction profiles obtained for three times of day, including the 
two times of Fig. 2. These profiles were obtained by combining boundary-layer optical depths 
with vertically resolved backscatter signals, assuming that the particle backscatter-to-extinction 
ratio is independent of height. 

Vertically resolved extinction profiles, such as those shown in Fig. 4, can be integrated to 
obtain the optical depth of the layer between the ground and 0.48 km ASL, where our tower 
pyranometers were located. (See Figs. 1 and 4.) The time variation of the resulting optical 
depth is shown in Fig. 3. 

The tower pyranometers were used to measure the albedo (integrated over all solar 
wavelengths) of the system consisting of the surface and the atmospheric layer below 0.48 km 
ASL. This albedo was measured both on the day of the lidar optical depth measurements (14 
November 1979) and on two surrounding very clean days, when the atmosphere below 0.48 
km ASL had negligible effect on measured albedos. Hence, the clean-day measurements 
yielded the surface albedo. The results for the surface (A^) and haze-plus-surface (A'j^£^g) 
albedos are shown in Fig. 5. 

It is of interest to inquire whether the lidar- measured haze optical depths are consistent 
with the haze-induced albedo changes shown in Fig. 5. Unfortunately, making this check 
requires information on the wavelength dependence of particle optical depth and on particle 
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ALBEDO 


FIGURE 5 

MEASURED AND CALCULAT- 
ED ALBEDOS FOR MT. 
SUTRO, 14 NOVEMBER 1979. 

Ag = albedo of particle layer 
below tower pyranometers, 

Aq = surface albedo. A' = sur- 
face-ptus-layer albedo. Error 
bars on include uncer- 

tainty in optical depth (Fig. 3), 
but not in size distribution and 
refractive index. 

8 10 12 14 16 
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hemispheric upscattering coefficient and single scattering albedo (also functions of 
wavelength), none of which were measured in this experiment. Nevertheless, it is useful to 
assume reasonable aerosol properties for the purpose of the check. We have assumed a 
power-law size distribution, dn/dr — r'*^-^, and a refractive index m = 1.50 — Oi. These 
assumptions are consistent with the optical depth wavelength dependence measured in a 1975 
aerosol incident at Mt. Sutro, and they yield a backscatter-to-extinction ratio (0.03 sr'^ at \ = 
0.69 Aim) consistent with the values and uncertainties obtained in this study (0.01 to 0.05 sr'^ 
with lo- uncertainties of about 0.02 sr'b. Using these assumptions and the measured optical 
depths in a two-stream radiative transfer calculation yields the aerosol layer (Aj) and system 
(A'calc^ albedos shown in Fig. 5. In general, and agree to within their 

respective uncertainties. 

A more extensive manuscript (Russell and Livingston, 1982) is available from the 
authors. 

Acknowledgment. This research was supported by a grant from the National Science Founda- 
tion, Atmospheric Research Section. 
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REMOTE SENSING OE ATMOSPHERIC PARTICULATE PROPERTIES BY 


JOINT LIDAR-RADIOMETER OBSERVATIONS 

Qiu Jin-huan, Wang Hong-qi, Sun Jin-hui, Zhang Bel- 
ying, Xia Qi-lin, Hao Nan-Jun, Zhang Jin-ding, Bao 
Ling-rning and Zhao Yan-zeng 

Institute of Atmospheric Physics, Academia Sinica, 
Beijing, China 

Theoretical and observational works have shown that the 
simultaneous solar extinc tion-forward scattering measure- 
ment scheme can offer more information about column 
aerosol size distribution than that obtained from a 
single extinction measurement owing to the fact that 
extinction is sensitive to small particles while for- 
ward scattering is sensitive to large particles. Based 
on the above consideration we nave carried out a joint 
lidar-radiometer experiment since early 1982 in the 
north suburb of Beijing, from which the extinction coef- 
ficient profiles and column aerosol size distributions 
are reversed. The primary results show that: 

1) The vertical distributions of extinction coefficient 
(or aerosol concentration profiles) are strongly influenced 
by the near ground inversion. From morning till after- 
noon with the disappearing of inversion the upward 
transport of aerosol particles results in the decrease 

of extinction coefficient over 1 Km. 

2) The column aerosol size distributions are noticeably 
changing when the vertical mixing takes place. The 
number of larger particles tends to increase and that of 
the smaller particles tends to decrease. The former is 

an effect of vertical transport and the latter is probably 
due to the horizontal dispersion by the wind or trie 
decrease of humidity. 



LIDAR VISIBILITY MEASUREMENTS 


J.L. GAUMET 

V'ifie,c;tio n do, Za M^zoKoZogZe. - EERM 
7S470 MAGSJy LES HAMEAUX - FRANCE 


SUMMARY 

LZdoA, m&{UUA.m2.nt6 vZ6ZbZZZty Zn kejivy havz. b&zn pzA-iohmzd ^on, 

tkz ZoUit £oua yzcvu by tko, EERM ZZdoA g/ioup. TfiZ6 papeA AZ-poAts &omz, 

A&6 uZt& 0 ^ an expzAdmnZaZ pAogAommz conducZz-d to dz6tgn a vZ&tbZtcty 
mz.a^uAtng dovtoz. ^oA otApoAti. Tkz vZsuaZ Aangz^ oaz. mz,a^uAzd ovzA 
koAizontaZ and 6Zant patk6 by appZytng to tkz ZtdoA 6tgnaZ zZtkzA tkz. 
6Zopz OA tkz tAan^mtttancLZ mztkod, oA botk. 

METHOVS OF MEASUREMENTS 

The visibility is determined using the classical Koschmie- 
der ' s relationship : 

V = - log ^ 

Where is the contrast threshold of the eye and is 

the mean extinction coefficient derived from the lidar equa- 
tion . 

In order to obtain this coefficient, two methods of analysis 
have been used : the slope and the transmittance methods. 

The slope method (Collis et al. (1)) gives good results when 
it is applied over locally homogeneous fog regions (2) . How- 
ever, under patchy fog conditions, it can no longer be ap- 
plied . 

This is the reason why the transmittance method, proposed 
by Me Manus et al, (3) and Kohl (4) , has been investigated. 
The transmittance T (O, R) between the origine and a distan- 
ce R is derived from the lidar equation without any hypothe- 
sis on the medium. These authors have described receiver 
systems where the range squared variation is optically eli- 
minated . 

Results obtained by another way of considering this method 
are presented, without any particular receiving system ; 
the lidar being set up in a classical coaxial configuration. 
The analysis consists in computing the transmittance over 
a range which may be located either partially before, or 
completely after the beam convergence point Ro. In the first 
case, the beam convergence factor f(r) has been determined 
with a very good accuracy. The transmittance between two 
distances R and R 2 is given by : 





where ^ R 2 

As the extinction coefficient is deduced from a measure- 
ment between two distances, the visibility is not the true 
visual range for a pilot on the glide path. This "local vi- 
sibility" is used to get comparative measurements with 
transmissometers more easily. 

THE LJVAR SYSTEM 

The main parameters of the lidar system are summarized in 
table 1. As can be seen, the laser power is high and the 
telescope diameter is large. This is due to the fact that 
the transmitter and receiver were also used for Raman scat- 
tering . 



TABLE 1 


EXPERIMENTAL RESULTS 

The slope method has been applied in various fog conditions. 

The validity of measurements has been checked by lidar-trans- 
missometer comparisons over close paths. Figure 1 shows 
results obtained when the laser line of sight and the transmis- 
someter baseline lie in a plane at an elevation angle of 
15 degrees with respect to the horizontal. The correlation 
between the two instruments is good ; however, there is a 
lidar overestimate which has not been explained by multiple 
scattering effects. 

The transmittance method has been applied more recently. 

The first results were obtained by taking into account the 
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beam convergence factor, under rather homogeneous fogs. 

They are shown in Figure 2 and will be discussed. 

COhiCLUSlON 

The lidar and transmissometer measurements performed by the 
slope method have shown a satisfactory agreement between 
the two instruments. 

Preliminary measurements obtained with the transmittance 
method have been presented. These results agree well with 
transmissometer data ; other experiments have to be done 
in various fog conditions. This method is certainly an use- 
ful alternative for visibility measurements when fogs are 
very inhomogeneous . 
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Fig. 1 : Lidar/trailsmissometer comparisons over the slant path (15°) (Slope 
method). The dotted lino is the linear fit of 200 points. The dashed iines show 


the limits of the transmissometer error. 



Fig. 2 : Lidar/transmissometer comparisons over the horizontal path. (Transmit- 
tance method) 
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LIDAR MEASUREMENTS OF VERY DENSE FOGS 


L. Stefanutti, F. Castagnoli, M. Morandi 
Istituto di Ricerca sulle Onde Elettromagnetiche del CNR 

Via Panciatichi 64 
1-50127 Firenze 
Italy 


After the two lidar measurement campaigns carried out in the Po valley in the 
years 1978 and 1980 a new campaign was performed during the months of January and 
February 1982 in order to measure the extinction coefficient a in fog. 

Lidar measurements in fog were carried out in horizontal and slant directions. 
The lidar was fired at different elevation angles. The measurements were carried 
out in different conditions of visibility ranging from a minimum of a few meters 
(4-5 m standard visibility) up to 300-400 m visibility. Measurements were carried 
out on the following days: January 29th and 30th and February 8th, 9th, 10th, 11th, 

15th, 16th, and 17th. 

The extinction coefficient O was measured simultaneously with a standard 
transmis some ter and a nephelometer which were placed at approximately 200 m from 
the lidar. The measurements were carried out with an IROE IV lidar system (1), 
whose minicomputer has been expanded with a Winchester disk. Fortran IV software 
programs had been prepared to partially elaborate the lidar signatures on the field. 

Six digital tapes each containing 460 groups of lidar signatures were re- 
corded, each group containing 16 lidar signatures. The IROE IV lidar used two 
transient digitizers to collect the lidar signatures: an 8 bit Biomation 8100 and 

a 10 bit Biomation 1010. The Biomation 8100 was used to analyze the near signal (up 
to a few hundred meters) and the Biomation 1010 was used for the more remote signal. 
The first was operated at a sampling rate of 20 nsec while the latter was operated 
at a rate of 100 nsec. 

The lidar was operated in a coaxial and in a semimonostatic configuration. 

The measurements were performed using an Nd:YAG pulsed laser operating at a pulse 
repetition rate of 1 Hz. The output radiation was frequency doubled. The semi- 
aperture of the lidar receiver could be varied from 2.5 mrad to 7 mrad. This was in 
order to take into account the effect of multiple scattering (2) . 

The lidar signatures were corrected with the different overlapping functions 
corresponding to each field of view. As a first approximation the overlapping 
functions which have been used corresponded to the ones obtained for single scat- 
tering in clear air. 

The extinction coefficient O was calculated by means of the slope method 
and the integral method. This was done for each group of signatures obtained with 
the same field of view. 

As an example, we report here a group of range-corrected lidar signatures 
obtained with 3 different fields of view which have not yet been corrected with 
their overlapping functions (Fig. 1). Even in this case for the 3 fields of view 
considered, the standard visibility V varies from 80 to 22 m. With a rough 
extrapolation, in order to eliminate the effect of multiple scattering (see Fig. 2), 
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one obtains a standard visibility of approximately 8m (a = 0.5 m“l) , which was 
consistent with the conditions which we directly experienced. These measurements 
refer to February 11th at 1:17 a.m. At the same time the standard transmissometer 
and the nephelometer were off-scale at their lower level (minimum measurable visi- 
bility of 50 m) . We obtained good results also in conditions of light fogs (visi- 
bility of the order of 100-200 m) . In Fig. 3 and Fig. 4 we report such an example. 
Even in these conditions it is necessary to take into account the effect of multiple 
scattering- 

Finally, by means of measurements carried out at different elevation angles, 
it was possible to measure the height and the structure of the fog layer. 


(1) L. Stefanutti; and L. Pantani: Optica Acta, 27_f 1243-1252, 1980. 

(2) P. Bruscaglioni; L. Lachi; L. Lo Porto; L. Pantani; L. Stefanutti; and G. 

Zaccanti: Measurements of Multiply Scattered Radiation Contribution to Lidar 

and Transmissometer Signals. Eleventh International Laser Radar Conference, 
NASA CP-2228, 1982. (Paper II in this compilation.) 
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DAY: 2.11.82-1.17am 



Figure 1.- Three groups of range-corrected lidar signatures with different receiver 

fields of view for case of very dense fog. 

Figure 2 ,~ Extinction coefficients for the 3 groups of lidar signatures. Extrapo- 
lating to zero aperture, one obtains extinction coefficient due to single scattering. 
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Eye-Safe Laser Slant Visual Range Measuring Device 


by 

Ch. Werner 

German Aerospace Research Establishment (DFVLR) 

Institute of Optoelectronics 

D-8031 Wessling 

Federal Republic of Germany 

Summary : An eye-safe laser ceilograph in combination with a lidar 

receiver was used to detect slant visual range. The system 
is described and test results are reported. 

Introduction : Every year fog at airports renders some landing 

operations either difficult or impossible. In this 
situation it is particularly important to be able to predict the 
visibility along the landing glide path. 

During an approach through clouds the altitude of the cloudbase and the 
depth of the cloud layer is of interest. These measurements are made 
using laser ceilographs /!/. In the case of ground fog, on the other 
hand, the height of the upper boundary of the mist or fog and the optical 
homogeniety must be known. 

Many remote sensing methods are available to determine the slant 
visibility /2/. The modification of a laser range finder to a slant 
visibility detector was described /3/. Some examples of calculations of 
the accuracy of the two-point method under assumed atmospheric layerings 
are given /3/, and experimental tests with a portable lidar are 
reported /4/. 

The limitation of the application of a slant visual range measuring device 
to visibilities below 2 km and up to altitudes of 100 rn above ground 
gives two major advantages: 

1) There is approximately no wavelength variation in the aerosol 
backscatter to extinction ratio, 

2) The expected large backscatter values can be measured using 
lower laser output power. 

Test system : The system which was tested consists of an Impul s physics 

laser Ceilograph LD-WHL and a lidar receiver. The parameters 
of the system are listed in the table. To compare the received signals 
the DFVLR-minil idar was used. Two similar data systems were installed, 
one for the minilidar, one for the test system. A data system consists 
of a transient recorder, an averager, and a desk top computer. For the 
test system it was necessary to average over 1000 single shots; the 
minilidar uses 10 averaging cycles. 
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T able 1: System para me ters of t he test sy stem 


Laser transmitter 

wavelength 0.906 pm 

pulse energy 1.6 pW/s 

output power 20 W 

pulse duration 80 ns 

pulse repetition rate 2.4 kHz 

Receiver 

' mirror diameter 40 cm 

photodiode YAG 444 

responsivity 0.68 A/W 

Both systems have the same detector and preamplifier unit. The signal 
of the test system v/as additionally logarithmically amplified. The mirror 
diameters and the laser output power are different. A factor of 5400 
could be calculated for which the minilidar system efficiency is better. 

Test results : During two weeks in December 1981 the system was tested 
by measuring vertically. Figure 1 shows an oscilloscope 
display of the two signals versus range at visibilities above 5 km. 

The minilidar signal is the dashed curve. 




Figure 1 Figure 2 

The cloud signal could be detected by both systems at visibility con- 
ditions above 5 km. The aerosol signal at the beginning of the test system 
is very weak. Figure 2 shows the signals taken 5 minutes after those of 
figure 1. It v/as snowing and the visibility was below 3 km. Mow at the 
test system there is a very good signal, the minilidar signal was over- 
loaded at the beginning. The cloud echo could be measured only by the 
minil idar. 

Table 2 gives the results of a comparison. The lidar signature is 
calculated for different ranges using the parameters of both systems. 
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Table 2: Measured lidar signature versus range for tv/o systems 


2 2 

range Bt 

m 1.06ym m ^sr 0.9ym 
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10"^ 
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Using the slope-method /2/ one gets 2.6 km "visibility" for the mini lidar; 
the test system gets 3.7 km for the horizontal visibility of 3.1 km. 

Conclusion : It was demonstrated that an eye-safe laser transmitter as used 
in commercially available laser ceilographs can be used 
also for slant visibility detection. The system will be optimized with 
a better geometrical overlap at the beginning of the pulse and by using 
the two-point-method for data handling. A combination with the cloud 
base-height measuring device could simplify the system to one unit for 
both applications. 


/!/ Manual of the Laser Ceilograph LD-WHL,1981 

Impul sphysics GmbH, 2000 Hamburg 56 

Evaluation of the lidar technique of deter- 
mining slant range visibility for aircraft 
landing operations 
AFCRL-RT-73-0708, Final Report, 1973 


/3/ 

Werner ,Ch. 

Determination of the slant range visibility 
from lidar signatures using the two-point- 
method. Optics and Laser Technology, 1981 ,27-36 

/4/ 

Werner, Ch. 

Results of a slant range visibility field 
experiment using the modified DFVLR-minil idar 
ESA-Techn. Translation -731,1982. 


m Viezee,W. 
Oblanas ,G. 
Collis,R.T.H. 
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Aerosol scattering and extinction measurements with LIDAR at 0,35 ym 
and 10 ym _ ^ ^ 


Arne Hagard and Ove Steinvall 

National Defence Research Institute, Department 3 
Box 1165, S-581 11 Linkoping Sweden 

In order to investigate optical scattering and extinction through slant 
paths in the lower atmosphere we perform measurements with a Nd YAG-li- 
dar and a C02~TEA lidar. The YAG laser emits 15 ns long pulses with a 
pulse energy of 125 mJ in the third harmonic at 355 nm. The receiver 
is a 20 cm diam telescope with a photomultiplier detector. The CO^-li- 
dar is based on a pulsed grating tuned TEA-laser and a 30 cm Newtonian 
telescope with a HgCdTe-detector . 

Different methods for the calculation of backscattering and extinction 
coefficients from the lidar returns are being used and compared. The 
analytical inversion of the lidar equation with an initial value CJ(0) 
for the extinction coefficient and the method due to Klett (Ref) are 
used and compared with the slope method and an iterative method. A 
serious drawback of the normal analytical inversion is its sensitivity 
to measurement errors and noise. The method due to Klett requires a 
value of the extinction coefficient at a remote point. For the slope 
method the aerosol must be assumed to be at least piecewise homogeneous. 
The iterative method starting with an initial value a(0) leads in the 
limit to the same result as the analytical inversion, but can be inter- 
rupted at a suitable step before errors have grown too large. 

Results from measurements with the CO^-lidar are shown in the figure 
where the backscattering coefficient versus height is plotted in rela- 
tive units. Values obtained as the ratio of returns from vertical and 
horizontal measurements are seen to be in good agreement with values 
obtained through inversion. 

Measurements of atmospheric transmission with the lidar beams pointed 
at solid targets are made for comparison with the backscattering data. 



5o far measurements with the two lidar systems have been made indepen- 
dently but simultaneous measurements are planned for the near future. 

A laser nephelometer , which will be used with the UV-lidar to measure 
the a(0) -value, has been designed. Laser radiation is reflected from 
the beam with a beam splitter and pointed through a tube with a beam 
trap in the opposite end, A detector with diffuse response is mounted 
at the wall of the tube and detects the integrated scattering from 
the aerosol, which is forced to flow through the tube. By alternatively 
using 355 nm and 532 nm (2nd harmonic) radiation in the nephelometer, 
a-values at the two wavelengths can be obtained. Their ratio can then 
be used to convert data from the relatively eye-safe 355 nm-lidar to 
the corresponding values for the extinction at 532 nm, which can be 
used for slant visibility determination. 

Reference: Klett J.D. Applied Optics Vol 20 No 2, p 211-220, Jan. 

1981. 



HEIGHT METER 

Figure. Backscattering coefficients at 10 ym versus height, relative 
values . 




QUANTITATIVE LIDAR MEASUREMENT OF EXTINCTION COEFFICIENT 


Edward Measure and Roberto Rubio 
US Army Atmospheric Sciences Laboratory 
White Sands Missile Range, NM 88002 

ABSTRACT 

In the Fall of 1980, the US Army Atmospheric Sciences Laboratory (ASL) conducted 
a series of measurements of fog vertical structure in Meppen, Germany. Among the 
instruments present was the ASL two-color lidar. Several thousand lidar returns 
at 1.06 micrometers and 10.6 micrometers were digitized and recorded during the 
test. 

A principal aim of the lidar measurements was to test the feasibility of computing 
quantitative fog extinction coefficients from single-ended lidar measurements. 

The results achieved seem to indicate that quantitative extinction coefficient 
measurements can be made in a highly inhomogeneous turbid atmosphere using single- 
ended lidar. 

The problem of making quantitative measurements with lidar is a difficult one with 
a long history. The starting point for most attempts to extract quantitative infor- 
mation from lidar is the standard single-scattering lidar equation.^ Until recently, 
all solutions to the lidar equation either were unstable or inapplicable to highly 
inhomogeneous atmospheres. The solution form recently developed by Klett^ appears 
to be free of these defects. This solution has the form: 


a(r) = 


exp{[Sir) - S(r^)]/k} 


cr(r„)“^ + 
m 


9 r m 

Y J exp{is(r*) - S(rj^)]/k} dr* 


2 

where and S{r)= In [r P(r)]. In addition to the S(r) values, which are 

obtained directly from the lidar return, this solution also involves the boundary 
value extinction cr(r ). In general, it is necessary that this value either be 
measured independentTy or estimated. Results from Meppen show that even crude 
boundary value estimates are sufficient, under many conditions, to give good results 
for extinction. 

It has been established that quantitative fog extinction coefficient measurements 
can be made using the method of Klett if sufficient extinction is present. This 
quantitative method, free of extreme dependence on boundary values, represents a 
significant advance. 

^Collis, R. T. H. and P. B. Russell, Lidar Measurements of Particles and Gases by 
Elastic Backscattering and Differential Absorption. Topics in Applied Physics, 

Vol . 14, 1976, Springer-Verlag, New York. 

^J. D. Klett, Appl. Opt. 211 (1981). 
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QUANTITATIVE EXTINCTION MEASUREMENTS 
WITH THE VISIOCEILOMETER 


W, J. Lentz 

US Army Atmospheric Sciences Laboratory 
Atmospheric Sensing Division 
White Sands Missile Range, NM 88002 

Abstract 


In recent years lidar (Light Detection and Ranging) has made significant 
technical and theoretical advances. These advances have permitted the 
construction of a small, rugged, self-contained battery-operated lidar which 
measures visibility automatically without external inputs. This lidar 
measures cloud ceiling height and visibility from a single 1.06ym laser pulse 
with a modified AN/GVS-5 laser rangefinder. Since visibility and cloud 
ceiling height are measured, the lidar has been dubbed a vlsiocellometer . ^ 

The visibility is calculated from the extinction derived from the new 
Klett^ solution to the lidar equation. This breakthrough in the calculation 
of extinction allows one to calculate extinction as a function of range even 
though the extinction may vary over many orders of magnitude. The lidar 
return is digitized and analyzed by a CCD (Charge Coupled Device) based 
transient recorder and CMOS microprocessor. The advances in CCD and CMOS 
enable a battery operated transient digitizer and processor to be technically 
feasible. 

A recently conducted test in Meppen, Germany compared the visloceilometer 
against the extinction calculated from balloon borne particle counters. The 
following figure shows the extinction taken from several lidar shots as the 
balloon ascended. The agreement between the extinction calculated from the 
particle counter size distribution and the visloceilometer over several orders 
of magnitude of change indicates that the lidar is a promising tool for 
vertical extinction profiles. 

The text will outline the Klett method of calculating extinction from the 
lidar return and a method of obtaining boundary values under high and low 
visibility cases. A number of theoretical extinction examples will be 
considered to define the limits of current inversion programs. Also, the 
critical experimental parameters which limit application of the Klett solution 
in the visloceilometer and other lidars will be considered. Additional 
experimental measurements and inversions of the lidar return to extinction 
will be presented. 


^Lentz, W. J. , The Visloceilometer; A Portable Visibility and Cloud Ceiling 
Height Lidar, ASL-TR-0105, January 1982, US Army Atmospheric Sciences 
Laboratory, White Sands Missile Range, NM. 

^Klett, J. D., 1980, On the Analytical Inversion of Lidar Returns from an 

Inhomogeneous Atmosphere, ASL-CR-80-008-03, US Army Atmospheric Sciences 
Laboratory, White Sands Missile Range, NM. 
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Figure 1 , Visioceilometer extinction compared to extinction calculated by 
balloon-borne particle counter in Meppen, Germany. 




COMMENTS ON THE ANALYSIS OF ATMOSPHERIC LIDAR OBSERVATIONS 

Frederick G. Fernald 
Department of Physics 
University of Denver 
Denver, Colorado 80208 

INTRODUCTION 

Klett^ has recently stated the solution to the lidar equation in 
a very convenient form for the analysis of data collected in very turbid 
atmospheres. His paper has prompted a restatement of the more general 
solution of Fernald et al^ which is also applicable to mildly turbid 
atmospheres where both aerosol and molecular scatterers must be consid- 
ered in the analysis. This has led to a simple numerical scheme for the 
computer analysis of lidar measurements. 


THE LIDAR EQUATION 

The lidar equation for two distinct classes of scatterers is 

P(Z)=ECZ^{3i(Z)+32 (Z) }Ti2(z)T2^(Z) 1. 

where P(Z) is the return signal from the scattering volume at slant 
range Z , 

E is an output energy monitor pulse which is proportional to 
the transmitted energy, 

C is the calibration constant of the instrument which includes 
losses in the transmitting and receiving optics and the 
effective receiver aperature, 

3^ and 02 are, respectively, the aerosol and molecular backscattering 
cross sections at slant range Z, 

= exp{-/^ oi(z)dz} is the aerosol transmittance. 


/ 2 

^ a^(z)dz} is the molecular atmosphere transmittance 

where and are, respectively, the aerosol and molecular extinction 
cross sections. 


The molecular atmosphere scattering properties can be determined 
from the best available meteorological data or approximated from 
appropriate standard atmospheres; so that only the aerosol scattering 
properties remain to be determined. One further simplifying assumption 
is that the extinction to backscattering ratio for aerosols, 
remains constant with range. It essentially states that the size 
distribution and composition of the aerosol scatterers are not changing 
with range from the lidar and that variations in backscattering from 
aerosols are due to changes in their number density. This is not 
exceedingly restrictive. In the numerical analysis of the lidar data, 


the atmosphere can be divided into layers, with allowed to vary 
among the layers. Collis and Russell,"^ Pinnick et al,^ and Russell 
et al^ can be referenced for values for this ratio. The corresponding 


ratio for the molecular scatterers is the constant 


S2-a2(Z)/e2(Z)=8ir/3 

The solution to Eq. 1 for the aerosol backscattering cross sections 
(Fernald et al'^) then becomes 
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2 . 


3^(Z) = 


P(Z)Z^ exp{-2(S^-S2)/^32(z)dz} 

CE-2S, /^P (z) z^exp{-2 (S, -S.) P3o (z ’ )dz » }dz 

iz'oZ 


+3o(Z) 


If "a priori” information can be used to specify the value of the 
aerosol and molecular scattering cross sections at a specific range, 

Z , then the lidar can be "calibrated” by solving Eq. 2 for CE in terms 
o? these scattering properties and 


^^(Z)+^^(Z)= 


X(Z)exp{-2(S^-S2>/2 32(z)dz} 

-2SJI X(z)exp{-2(S^-S2)/2 32(z')dz’}dz 


Bi(Z^)+B2(Zc) 


where X(Z) is the range normalized signal P(Z)Z"^. The total back- 
scattering cross section at range Z is now expressed as a function of 
the scattering properties at the calibration range and those of the 
intervening atmosphere between the ranges Z^ and Z. 

Eq. 3 leads to a simple numerical integration scheme. If 

A(I,I+1)= ( 8 ^- 82 ) (32 (I)+32(I+1)}AZ 4. 

is used to replace the terms that correct for the molecular atmospheric 
extinction between data points a slant range AZ apart, then the 
aerosol backseat tering cross section at range Z(I+1) one data step 
beyond the calibration range Z(I) becomes 

g,(H-l)+B,(I+l)= - X(I+l)Bxp{-A(I.I+l)} 

-S^(X(I)+X(H-l)exp{-A(I,I+l)})AZ 

Similarly, the total backscattering cross section at Z(I-l), one step 
before the calibration range Z(l) , becomes 


3^(I-1)+32(I-1)= 


X(I-l)exp{+A(I-l,I)} 


3~ ^ (I)+B 2 (i) +S^(X(I)+X(I-l)exp{+A(I-l,I)})AZ 


Similar expressions can be generated in terms of the aerosol extinction. 
The lidar data can, therefore, be analyzed in successive steps that can 
move either out or in from the assigned calibration range. 

For highly turbid atmospheres (a 2 >> 02 ) the two terms in the denom- 
inators of Eqs. 5 and 6 will be of comparable magnitude, and outward 
stepwise integration can become, as Klett^ has shoxm, very unstable. 

On the other hand, inward stepwise integration is very stable and rap- 
idly loses its dependence on the initial "guess” of the scattering cross 
sections attributed to the calibration range. In this sense, uncali- 
brated lidars can yield the extinction properties of highly turbid 
atmospheres . 

When the aerosol and molecular scattering cross sections are of a 
comparable magnitude (during light to moderate air pollution events or 
in stratospheric studies) the second terms in the denominators of 


214 



Eqs. 5 and 6 will be considerably smaller than the first terms. 
Numerically stable solutions are, therefore, possible when stepping 
in either direction from the calibration level. Under these atmo- 
spheric conditions, the analyses will be dependent on the aerosol 
and molecular backs cat taring cross sections assigned to the calibra- 
tion level. Net aerosol extinction will be small. It will be tied 
to the values selected for Sj^, the aerosol extinction to backscat- 
tering ratio which can vary over a relatively wide range without 
greatly effecting the backscattering cross sections computed from 
Eqs . 5 and 6 . 
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INVESTIGATION OF AEEDSOL CHARACTERISTICS USING BISTATIC LIDAR 


B. V. Krishna Murthy and K. Parameswaran 
Space Physics Division 
Vikraia Sarabhai Space Centre , 
Trivandrum - 695 022, India 


A CW laser system with an argon^ipn laser operating at 514.5 nm as transmitter 
has been used in a bistatic mode to investigate the physical characteristics of 
atmospheric aerosols. The laser power used was 0.5W and the transmitter- receiver 
separation was 434 m. 

The scattered signal from a fixed altitude (~220 m) as a function of scattering 
angle was recorded by suitably choosing the transmitter and receiver elevation 
settings. (The polarization of the laser was such that the electric vector was 
parallel to the scattering plane.) The signal strength recorded was normalized for 
the scattering volume and range. The total volume scattering coefficient (which 
includes the Rayleigh and Mie scattering components) was obtained by assuming a 
reasonable value of the two-way atmospheric transmittance for the prevailing atmo- 
spheric condition. The dependance of the volume scatter coefficient thus obtained 
on the scattering angle was used to deduce the size distribution and refractive 
index of the aerosols by the process of iteration. In this, the Rayleigh scattering 
was obtained by assuming the standard atmospheric density profile applicable to the 
particular location (Trivandrum 8°33 ' N, 76°57 ' E) . The aerosol size distribution is 
assumed to be of the form 

N (r) dr = C.r~^ for 0.1 ym < r < 10 ym 

N (r) dr = C.IO”'^ for 0.02 ym < r < 0.1 ym 

N (r) dr = 0 for r < 0.02 ym and r < 10 ym 

where N(r)dr is the number density in the size interval r to r+dr, C is a constant 

and m is the e>ponent. The Mie scattering coefficient is theoretically calculated 

as a function of scattering angle for different pairs of values of m and n (for m 
ranging from 3 to 6 and n ranging from 1.33 to 1.5), the refractive index which is 
taken to be only real at the wavelength of operation. These theoretical values 
were used to obtain a best fit pair of m and n. From this pair and the volume 
scattering coefficient corresponding to different scattering angles, the aerosol 
number density is obtained, making use of the fact that the Rayleigh component is 
zero for a scattering angle equal to 90° for the polarization used. The atmo- 
spheric transmittance was then calculated with this value of aerosol n-umber density, 
assuming the number density does not change significantly with altitude. This is a 
valid assumption, as the planetary boundary layer (or equivalently the mixing 
region) is expected to extend at least up to this altitude. The new transmittance 
value was again used in obtaining the volume scattering coefficients. This process 
of iteration was continued till a consistent pair of m and n were obtained. For 
the observations made on Oct. 1, 1981, the values of m and n were 3 and 1.4, 
respectively. 

With the assumption that m and n do not change with altitude, and the values 
of m and n obtained as described above, the aerosol-altitude profile was obtained 
in the altitude range of ~200 m — 2000 m by using the recorded scattered signal 
strengths as a function of altitude . 
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Polar nephelometer measurements of laser light scattering by 

non-spherical particles 

Alessandro Coletti and Gerald W, Grams 
School of Geophysical Sciences 
Georgia Institute of Technology 
Atlanta, Georgia 30332 


A laser polar nephelometer (Grams et al, 1975) has been used to measure 
the light scattered in two polarization planes by monodisperse non-spherical 
particles at scattering angles between 10 and 170^* in 5® steps. The mono- 
disperse aerosols were generated in the laboratory with a vibrating orifice 
particle generator (TSI model 53050) using solutions of non-absorbing salts 
such as sodium chloride, ammonium sulfate and potassium chlorate and of ab- 
sorbing compounds such as nigrosine dye and methylene blue. Samples of the 
aerosols were collected onto filters during the measurements for subsequent 
analyses on a scanning electron microscope. In our experiments, the particle 
sizes ranged from 1 to 4 ym, corresponding to a range of values of the Mie 
size parameter from 5 to 20 at the wavelength of the laser (A=633 nm) . 

For both the parallel and perpendicular planes of polarization, Figure 1 
shows a comparison between the phase functions computed by the Mie formulas for 
particles of size parameter 5 and the phase functions observed for crystals of 
sodium chloride having approximately the same equivalent geometric cross sec- 
tions. Some of the oscillations are observed in the same position for the 
theory (continuous lines) and for the measurements (circles and triangles) but 
their amplitudes are significantly different. 

Since the comparison with spherical particles becomes less applicable at 
larger sizes, we also analyzed our phase function data, as did Pollack and 
Cuzzi (1980) and Hodkinson and Greenleaves (1963) , as a combination of diffrac- 
tion, refraction, and reflection of the Incident beam. Results of these com- 
parisons will be discussed. 
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Figure 1. Light scattering phase functions on 
perpendicular and parallel polarization planes : 
circles and triangles, experimental results for 
non-spherical sodium chloride crystals of about 
1.3 un diameter; continuous line, results of the 
Mie theory for spheres of size parameter 5. 
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THE MODELING OF ATMOSPHERIC AEROSOL BACKS CATTERING 


AT CO^ WAVELENGTHS 

G. S. Kent, G. K. Yue, U. O. Farrukh and A. Deepak 
Institute for Atmospheric Optics and Remote Sensing (IFAORS) 
P. O. Box P, Hampton, VA 23666, USA 


INTRODUCTION 

Preliminary results are availcible from a study of the modeling of g, 
the aerosol backscattering coefficient at 10.6 pm, using published 
data on aerosol characteristics in the free troposphere and lower 
stratosphere. The main problem with such modeling is concerned with 
our knowledge of the characteristics of the larger aerosol particles 
(radii > 1 pm) whose presence, even in very small numbers, greatly 
changes the volume scattering cross-section. Factors which have been 
considered in this modeling, some of which are discussed quantitatively 
below, are the following: 

1. Aerosol size distribution 

2. Aerosol refractive index 

3 . Aerosol shape 

4. Measurement uncertainties 

5. Natural variations with time, height, location 

and meteorological conditions 

Calculations have been made of 3i o . 6 using published data on the above 
factors and the modified AGAUSX scattering code developed by the U.S. 
Army Atmospheric Sciences Laboratory and the Department of Physics, 

New Mexico State University. 

EFFECTS OF UNCERTAINTIES IN THE AEROSOL PARA-^ffiTERS 
1. Aerosol Size Distribution 

It is generally recognized that the aerosol size distribution in 
the boundary layer is multi-modal and recently Patterson et al . (1980) 
have published data indicating that a similar pattern exists in the 
free troposphere. Independent analysis of data published by Cress 
(1980) for the free troposphere shows the same behavior. The mode 
which is responsible for the major part of the backscattering cross- 
section at 10.6 pm has its maximum value of dV/d(log r) typically 
around 3 pm, but it may lie anywhere between 1 and 10 pm. Measured 
particle size distributions, which do not include a significant part 
of this mode, are not useful for modeling backscattering at 10.6 pm 
and, even when they do, considerable uncertainty occurs because of the 
necessity of extrapolating the distribution to larger particle sizes. 
This is illustrated in Table 1 which shows the effect of extrapolating 
such size distributions. Two methods of extrapolation have been used, 
a linear fit (in terms of log (dN/d(log r) ) and log r) to the last two 
measured points and a log normal fit to the last three or four measured 
points. The very serious problems encountered with the Gras and Laby 
data, which terminates at 1 pm, are clear. Even the extrapolated values 
do not give a realistic value for Bio. 6* contrast, the data of 
Patterson et ai., even though terminating at 1.8 pm, includes an 


appreciable fraction of the large particle mode and gives a useful 
value for Bao.e- The difference between the values calculated from the 
data of Cress emd Patterson et al . probably represents a real atmo- 
spheric variation. 

2. Aerosol Refractive Index 

A standard model for tropospheric aerosols assumes them to consist 
of 70% dust, 29% water soluble and 1% soot- It is also likely that the 
smaller particles are mainly water soluble, while the larger particles 
responsible for infrared scattering are mainly clay and silicate dust. 
Considerable literature exists on the refractive index of the mate- 
rials and its variation with wavelength. The stratospheric aerosol is 
believed to be mainly sufuric acid with an admixture of volcanic ash 
immediately after an eruption. Table 2 shows the effect of changing 
composition on modeled Bio.e values for typical aerosol size distribu- 
tions. The effect of different compositions is to change Bi o . 6 hy a 
factor of two or three. 

3. Aerosol Shape 

Several recent studies of the effects of irregular aerosol shape on 
backscattering have shown that uncritical use of Mie theory can lead 
to erroneous values. Most published data is on the effects at visible 
wavelengths and there is considerable spread in the quantitative 
estimates of the effect. It seems possible that Bio. 6 calculated from 
Mie theory may be too large by a factor of from 2 to 10 depending upon 
the shape of the irregular particle. 

4. Measurement Uncertainties 

Measurement uncertainties may arise both from sampling problems 
and from errors in the technique itself. The former is aggravated by 
the fact that it is the larger and less common particles that determine 
Bio. 6- Sampling errors for these larger particles cause calculated 
values of Bio. 6 to vary over a range of 2:1 in the troposphere and by 
as much as an order of magnitude for some stratospheric data. Analysis 
of aerosol size distributions obtained by different sizing techniques 
{Gras and Ayers, 1979) also shows an order of magnitude variation in 
Bio. 6 calculated for stratospheric aerosols - 

5. Natural Variations 

The most considerable natural variation in both aerosol character- 
istics and Bio. 6 is that with altitude, and modeled values of Bio. 6 
vary from about 3 x 10“^ ->■ 3 x 10“ ® m”^ sr“^, just above the boundary 
layer, to 3 x 10“'^^ 3 x 10”^° m“^ sr ^ in the stratosphere. The 

atmosphere clearly shows much structure, with sharp vertical layering 
and temporal variation associated with aerosol history. Measurements 
made by different workers, at different times and locations, are still 
in insufficient quantity to separate, easily, natural differences from 
measurement differences, except after major changes, such as those 
produced by volcanic eruptions. 

COMPARISON OF THEORETICAL AND EXPERIMENTAL VALUES FOR Bio. 6 

Figure 1 shows the results of modeling, compared with experimental 
values measured by the airborne CO 2 lidar system operated by NASA 
Marshall Space Flight Center. The modeled values are based on aerosol 
measurements made over Europe in May 1976, selected because these 



measurements were made out to a 5 ym particle radius. The lidar flights 
were made over the continental U.S.A. in July, 1981. In spite of the 
fact that the measurements were made over different continents, the 
agreement between theory cind experiment is relatively good, particularly 
at the 6 km level. At lower levels some of the differences may possibly 
be due to humidity effects , which have not been included in these 
calculations . 
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BACK SCATTERING CROSS-SECTION m"' sr"' 

Figure 1. Comparison of experimentally and theoretically derived 
values of Bio.e* The modeled values have been calculated assuming a 
refractive index corresponding to silicate dust. 



TABLE 1: EFFECT OF EXTRAPOLATION ON THE CALCULATED VALUES OF 0^.^ g 


Data Source 

Maximum 

Radius 

Particle 

Measured 

Altitude 


®io. 

~ (10-9 m-1 

. D 

sr“l) 



No. 

Extrap. 

Log-normal 

Extrap.. 

Linear Extrap. 

Cress, 1980 

5 

Vim 

6 

)C1B 

1 . 

,78 

1.90 


2, 

,11 

Gras s Laby 

1 

pm 

4-10 

km 

0. 

,017 

not 


0, 

,16 

1981 







possible 




Patterson et 

al. 1 . 

>8 vua 

5 

kst 

0. 

60 

0.66 


0. 

,72 

1980 












TABLE 2: A COMPARISON OF R VALUES CALCULATED FROM THE SAME AEROSOL SIZE DISTRIBUTION 

^ 0.6 1 
BUT WITH DIFFERENT REFRACTIVE INDICES'* 


Date 

Height 

Ocn) 



»10 

g (10 * m ^ sr 




75% H 2 SO 4 
(1.737 - 0.273) 

dust 

(1.620 - 0 

.120) 

water soluble 
(1.760 - 0,07) 

soot 

(2.22 - 0.73) 

No 

extrapo- 

lation 

with 

extrapo- 

lation 

NO 

extrapo- 

lation 

With 

extrapo- 

lation 

No 

extrapo- 

lation 

with 

extrapo- 

lation 

No 

extrapo- 

lation 

with 

extrapo- 

lation 

May 1 

16 

7.80 

8.38 

7.02 

7.90 

11.65 

17.24 

18.32 

19.55 

1976 

3.1 

7.56 

8.13 

6.85 

7.72 

11.41 

17.00 

17.72 

18.94 

(Fit 1) 

5.9 

3.30 

3.82 

3.06 

3.86 

5.50 

10.44 

7.83 

8.90 

May 7 

1.45 

7.84 

11.24 

6.95 

11.99 

12.42 

38.38 

18. 36 

25.37 

1976 

3.0 

2.60 

3.13 

2.34 

3.15 

3.97 

8.59 

6.07 

7.15 

(Fit 1) 

6.0 

1.97 

2.40 

1.78 

2.43 

3.07 

6.77 

4.62 

5.49 


'^Th« Aerosol size distributions are given by Cress (AFGL-TR-ao-017S (1980)]. 



CO^ LIDAR FOR ATMOSPHERIC OPTICAL 
MEASUREMENTS IN THE 8-12 ]im WINDOW REGION 


D. M. Winker and R. M. Schotland 


Institute of Atmospheric Physics 
University of Arizona 
Tucson, Arizona 85721 


The optical properties of the atmospheric 8-12 ym 
window region are of importance both from the standpoint 
of the design of lidar operating in this region and from 
general radiative transfer considerations. At the present 
time there is a scarcity of data relating to the radiative 
properties of the desert aerosol in this spectral region. 

With this in mind, an incoherent CO 2 lidar system is being 
developed to obtain measurements of atmospheric transmission 
and volume backscatter ing cross sections using the slant path 
technique which has been developed at the University of Arizona. 

The lidar system is based on a grating-tuned CO 2 TEA- 
laser operating at IHz with pulse energies of up to several 
joules. The unstable resonator design gives a beam divergence 
of 0.7mr. A range of 5km horizontally and 3km vertically is 
expected, with a range resolution of 100 meters, allowing ob- 
servation to be made to the top of the mixing layer. The 
receiver is a .44m diameter Newtonian telescope coupled to a 
HgCdTe detector. The transmitter and receiver are mounted 
coaxially and a large plane mirror is used to scan the beams 
in elevation. 

Output from the detector is amplified by a 4 stage 
switched-gain (gain stage of 12) amplifier with 5 MHz bandwidth 
and 100 dB usable dynamic range and then digitized in real time 
by a 12 bit A/D converter. A back-up system using a logging 
amplifier in place of the switched gain amplifier is also under 
development. A PDF 1103 controls laser firing and mirror scan, 
stores the digitized returns and housekeeping information on 
each shot, and is also used for analysis of the data. 

Results obtained to date and the algorithm employed will 
be discussed. 
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APPLICATION OF COHERENT ANTI-STOKES RAMAN SCATTERING TO 
DROPLET CHARACTERISTIC MEASUREMENTS IN THE MIE SIZE RANGE 

Abraham Gross and John Cooney 

Department of Physics and Atmospheric Science, Drexel 
University, Philadelphia, Pennsylvania 19104. 


In the comparison between theory and experiment of 
droplet growth by condesation the value of the sticking 
coefficient is only roughly estimated (Ref. 1). To get a 
better estimate we need to know both the growth rate and 
the exact temperature of the drops at the same time. 
Growth rate can be determined by the regular Mie 
scattering. We seek a light-scattering mechanism which can 
provide a knowledge of temperature changes during growth. 
By such means it will be possible to arrive at an 
experimental value of the sticking coefficient. Of the 
various optical diagnostic techniques. Coherent Anti-Stokes 
Raman Spectroscopy (CARS) is considered to be promising for 
making temperature measurments in the bulk. The objective 
of this work is to study the feasibility and advantages of 
CARS as a valid diagnostic tool in droplets of 1.0 to 
20 microns in size. 

In CARS radiation, two waves of high intensity and 
frequencies w1 and w2 are mixed in a medium to produce a 
new coherent wave at frequency w3=2*wl-w2. This third 
signal is enhanced if w1-w2=wv where wv is a Raman active 
resonance in the medium. In the bulk the properties of 
CARS, in contrast with spontaneous Raman, are mainly high- 
signal level and small-signal beam divergence. 

It would be incorrect to assume that the CARS signal 
intensity and spatial distribution from droplets are 
similar to those from the bulk (Refs. 2-3). The signal is 
affected by the geometrical and optical properties of the 
droplets. To begin with, these properties influence the 
local internal (elastic) electric fields which interact 
with the medium to create the CARS radiation at w3. The 
particle size and refractive index now shape the w3 
radiation as it emerges from the spherical boundary and 
give it a distinct spatial distribution of intensity. Thus, 
the resulting CARS scattering total cross section as well 
as the differential cross section from a droplet are shown 
to differ significantly from that of the bulk for 
equivalent volumes. 

To determine the CARS field produced in the droplet, two 
plane waves at w1 and w.2 are allowed to fall on the 



droplet. As a result two internal fields arise, each one 
equivalent to ordinary Mie scattering. The source for the 
CARS field at w3 is the third-order nonlinear optical 
susceptibility (Ref. 4). From such an interaction the 
third-order dipole moment per unit volume arises. 
Incidentally , the third-order susceptibility depends in part 
on the population of the various energy states, and here is 
the source of the temperature dependence which enters as 
the thermal equilibrium Boltzman factor. 

The third-order electric dipole moment so derived is 
the source that generates the local CARS field at w3 
through the Maxwell equations. 

At the frequency w3 the field inside the sphere can be 
written as the sum of two fields. One is a particular 
solution of the source equation. It is generated by all 
the oscillating third-order induced dipoles at the 
frequency w3* To calculate this portion of the w3 field, 
one has to perform a Green's function integration of the 
source dipole P(3) over the entire volume of the sphere. 
The other component of the w3 field is a general solution 
for the homogeneous Maxwell's equations. The latter is 
introduced to facilitate the matching of the boundary 
conditions. All fields are expanded in multi pole fields 
(also called vector spherical harmonics). 

The coefficients of expansion for the CARS field that is 
scattered outside the droplet are obtained by the use of 
the standard boundary conditions requiring the tangential 
components of E and H to be continuous at the droplet's 
sur f ac e . 

The results for CARS scattering intensities from 
droplets are calculated for benzene (Ref. 5), but can be 
performed for any other material for which adequate 
information about the third-order susceptibility exists. 
Among the more interesting results of these calculations 
are the values of the total CARS intensity scattered from 
droplets as compared with CARS power scattered from 
equivalent mass in the bulk form. For size parameters 
greater than 4 . 0 , sc a 1 1 er ing intensities are shown to reach 
values of 30 greater than an equivalent material in the 
bulk form. The calculation also indicates that to maximize 
the scattering efficiency, one should use parallel incident 
beams . 

The CARS differential scattering cross sections from 
droplets resemble in their gross features the Mie patterns 
but differ from it in some vital respects. The CARS 
intensity has extra-sharp minima at angles not predicted by 
any Mie scattering minimum. Furthermore, the CARS 


intensity in the forward direction relative to the backward 
scattering is reduced. 

In conclusion, the results show that when CARS is 
observed from small droplets, the scattering depends 
sensitively upon the characteristics of the droplets and 
differs from the bulk in shape and magnitude. On the one 
hand, the CARS radiation from droplets, as opposed to the 
bulk, is nondirective with complicated angular dependence. 
On the other hand, for certain sizes it is augmented in its 
total magnitude by almost two orders of magnitude. This 
indi cat e s that in using CARS for measurments on droplets one 
has to consider the effect of the size, refractive index, 
and scattering angle. 
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ALGORITHM FOR OBTAINING AEROSOL BACKSCATTER 
CROSS-SECTION DISTRIBUTION WITH AN LDV* 


L. Z. Kennedy and H. B. Jeffreys 
Applied Research, Inc., P. 0. Box 194 
Huntsville, AL 35804 


An algorithm for obtaining the backscatter cross-section (bcs) distribution 
from cw LDV data at 10.6 microns has been developed. The LDV system must be focused 
so that single-particle signals dominate. A histogram of peak backscatter signals 
from single particles can be used to deconvolve the bcs distribution from the focal- 
volume sensitivity topology. This is accomplished by choosing, from a family of bcs 
distributions D(a), the one which best satisfies the equation 

/•^H 

N(s) = L J D (a ) A (s/a ) da 
°L 

where a = backscatter cross section 

s = peak single-particle signal 

N(s) = number of peak signals at s 

A(s/a) = focal-volume area which yields a peak signal s when 
penetrated by a particle with bcs a 

*^H’'^L ~ practical upper and lower bcs limits. 

The simplicity of this formulation results from the LDV configuration, which is 
aircraft-based with optic axis perpendicular to the flight direction. Hence 

L = flight distance during data run. 

The areas A(s/a) must be known or obtained by calibration. Determining sensitivity 
profiles of the focal volume with a spinning wire yields these areas. 

Knowledge of the bcs distribution provides information on aerosol constituents 
and size distribution, and also yields the backscatter coefficient for the LDV 
volume mode (as opposed to single-particle mode) of measurement. 


*Work supported by Marshall Space Flight Center, NASA. 
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Measurenents of Multiply Scattered Radiation Contribution to Lidar 


and Transmissoineter Signals 

XX X XX XX 

P.Bruscaglioni , L.Lachi , L.Lo Porto , L.Pantani , L.Stefanutti , 

G. Zaccanti 

X 5QC 

Qniversita di Firenze, IROE-CNR, Via Panciatichi , 64, Firenze, Italy 


Lidar signatures and signals received by trananissoneters 
can be analyzed in order to deduce the atmospheric extinction coeffi- 
cient. In the case of dense fogs the contribution of multiply scattered 
radiation to Lidar received power, or of the foirward diffused power to 
the trananisscmeter signals, must be generally taken into account. 

A Lidar and a trananisscmeter have been assanbled (1,2), 
for viiich the field of view angles of the receivers can be changed in 
steps. The instruments were used for field measurement caitpaigns, made 
with the aim to study multiple scattering effects, since it is recog- 
nized that these effects are strongly dependent on the aperture angles 'of 
the receivers. 

While analyzing the Lidar returns one has to take into ac- 
count the so-called form factor affecting the singly back scattered radia- 
tion. An analogous factor can be introduced to treat the contributions of 
higher orders of scattering. These factors have been ccmputed, for several 
scattering function models, by using a particular form of the Monte Carlo me- 
thod allowing us to examine the power received by elements of the receiver 
area placed off the symmetry axis of the coaxial apparatus. 

An analysis has been made of seme cases of Lidar signatures 
obtained for not too low visibility conditions, for viiich an assumption 
was made that first and second scattering effects could only be considered. 



A simple tlieoretical scheme, actually only valid for honogenecus fogs, 
iidicates that in such conditions the signal S received by the Lidar 
can be approximated as; (3) 

S = (1 + aaaR) 

viiere is the signal due to singly scattered radiation, a is the sani- 
aperture angle of the receiver, o is the exinction coefficient, R is the 
Lidar range and a is a constant depending on the medium scattering func- 
tion. 

The analysis of the signatures showed that the values of the 
constant a obtained by using the above mentioned relation, is of the or- 
der of magnitude expected for water fogs. This applies viien the visibility 
is greater than about 200 m. 


1) L. Stefanutti, L.Pantani: Optica Acta 27 , 1243, 1980 

2) P.Bruscaglioni et al.: Rept. IV/A/2.14, Universita di Firenze (Deconber 
1980) 

3) P.Bruscaglioni et al. : Optica Acta 27 , ,1229, jT|980. 
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LIDAR MULTIPLE RAMAN-MIE SCATTERING FROM A CLOUD 

by 

SMADAR EGERT, ARIEL COHEN AND MOSHE KLEIMAN 
Department of Atmospheric 
Sciences 

The Hebrew University of Jerusalem 

Raman shifted laser-^radar echoes from clouds are attenuated 
due to the cloud droplets' extinction. However, multiple scatter- 
ing effects in the presence of high optical-depth values in the 
cloud are adding to the expected signal from given altitudes. Such 
multiple scattering processes occur between any Raman molecular 
scattering ^2 any other gas with known spatial distribution) 

and any water droplet (or between a water droplet and a molecule) 
both, contained within the field of view of the lidar system. In the 
case of double scattering, only two consecutive scatterings are 
taken into account, the. first being within the transmitter field 
of view and the second within the receiving-system field of view. 
This case is valid for intermediate optical-depth values (0.1 to 
0,4). The presence of a cloud acts as a "mirror" for the Raman 
scattering effect for all Raman scattering events occurring between 
the lidar and the cloud in both directions. 

Here we present results of theoretical calculations for this 
effect and the expected contribution of the double scattering 
effect vs. the single scattering signal. The calculations are 
perfojrmed for a Deirmendjian C2 cloud and for 3 values of the 
receiving system field of view. 

Results of field measurements are also presented and discussed. 
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2-D Laser Propagation Calculations 
Using Neu tron Transport Methods 


S. A. W. Gerstl and A. Zardecki 
Theoretical Divsion 

Los Alamos National Laboratory, University of California 

Los Alamos, NM 87545 

and 

R. C. Shirkey 

Atmospheric Sciences Laboratory 
White Sands Missile Range 
New Mexico 88002 


ABSTRACT 


The general applicability of modern neutron transport methods to 
the analysis of radiative transfer problems in the atmosphere has been 
demonstrated in Ref, 1 with special emphasis on one-dimensional 
geometries in non-homogeneous atmospheres. This paper describes 
a two-dimensional model calculation to quantify the radiation field 
that is generated by multiple scattering and target reflection when a 
1.06 |jra laser beam propagates through an atmosphere that contains haze 
and smoke . 

The two-dimensional radiative transfer equation is solved numeri- 
cally by a finite-element discrete-ordinates (S^j) method which is a 
variant of Chandrasekhar's discrete-ordinates method and is widely 
used to solve radiation transport problems for neutrons and gamma 
rays in nuclear systems. The general purpose code TWOTRAN^ , which 
was orginally developed by Los Alamos National Laboratory for nuclear 
radiation shielding applications, has been adapted to radiative transfer 
calculations of laser and solar radiation in realistic atmopheres. The 
rigorous solution of the fully two-dimensional radiative transfer 
equation is carried out iteratively until a pre-specif ied convergence 
criterion for the radiance at all spatial mesh points is achieved 
without resorting to a small-angle or other low-order (e.g. diffusion) 
approximation. All orders of multiple scattering are included and 
the highly forward peaked scattering characteristics of aerosols 
and smoke particulates are taken into account by using anisotropic 
scattering phase functions and other electro-optical data evaluated 
by the Atmospheric Sciences Laboratory^. 



Figures 1 A and B show the result of a typical calculation where 
the spatial distribution of scattered radiation in the vicinity of the 
laser beam and its target is given up to distances of several kilo- 
meters under steady state conditions. In this model, a 1.06 |jm laser 
beam is pointed horizontally (along the axis labelled "Distance") at 
a reflective target (albedo 0.5) that is located at a distance of 
2100 m from the beam source. As a realistic atmosphere we assume a 
homogeneous distribution of haze with a visual range of 10 km at 0.55 
}jm. In addition, a smoke cloud of 50 m depth and 50 m height is 
assumed to be located between the laser beam source and target at 
2000 m distance from the source. To study the influence of solar 
background radiation we include a solar boundary source at the top 
of our model at 2.5 km height but assume also the existence of a 
200 m thick homogeneous cloud layer (Deirmendj ian water cloud Cl dis- 
tribution) with cloud top at 1000 m height and total optical depth of 5. 

In the logarithmic plots of Figs. 1 A and B the average intensity 
(radiance integrated over all angles) of the scattered and reflected 
laser radiation is given at every two-dimensional spatial mesh point. 

The direct beam intensity is omitted. Dominant features in the plots 
are (a) the intensity peaks due to the target reflection and due to 
the multiple scattering in the smoke cloud, and (b) the intensity 
trough due to the rain cloud. Both figures show the same data; however, 
Fig. A is to scale, while the spatial scale in Fig. B is intentionally 
distorted to show more detail. The distortion represents every 
(non-equidistant) spatial mesh in Fig. B as if it were equally spaced. 
This feature allows the intensity "peak" created by the smoke cloud to 
be broadened and more easily recognizable in Fig. B. The optical depth 
of the smoke cloud for these sample results was 2.0. Additional results 
for more and less opaque smoke clouds will also be presented. In addi- 
tion, the ratio of multiple scattered radiation to the directly reflected 
laser radiation as received in a detector with narrow field of view will 
be given. 
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Average intensity (radiance integrated over all angles) of 
scattered and reflected radiation, in arbitrary units. Spatial 
dimensions in Fig. A are to scale. In Fig. B the spatial mesh 
is stretched in smoke and target locations. Wavelength X=1.06 ym 
optical depth of smoke cloud = 2.0; of water cloud =5; haze 
visual range = 10 km. 


LIDAR STUDIES OF POLARIZATION 
ANISOTROPY IN MULTIPLE BACKS C ALTERING 
S.R. PAL and A. I. CARSWELL 

YORK UNIVERSITY 
4700 KEELE ST. 

DOWNSVIEW, ONTARIO, CANADA, M3J 1P3 

Our lidar investigations of clouds and of particulate suspensions 
have revealed some interesting features of multiple scattering that 
could be exploited to infer size information from backscatter polar- 
ization measurement^ The total multiple scattering in the backscatter 
field shows a characteristic build-up with pulse penetration and with 
increase in attenuation coefficient. However, the distribution of 
multiple scattering, polarized parallel and perpendicular to the 
polarization direction of the linearly polarized transmitted pulse, is 
found to be anisotropically distributed in the region surrounding the 
illuminated volume. This anisotropy is found to have a relationship 
with the size of the scattering particles and the probing wavelength. 

For sizes comparable to the wavelength the parallel polarized back- 
scatter intensity is found to concentrate along the direction of 
polarization and orthogonal to it with the regions at azimuths of 45° 
showing very low intensity. The cross-polarized backscatter however 
shows intensity concentrated along the 45° directions with minima of 
intensity along and orthogonal to the Initial polarization direction. 

For particles much smaller than the probing wavelength the 
parallel polarized multiply backscattered radiation shows enhancement 
along the axis orthogonal to the initial polarization direction and 
negligible intensity along it. However the perpendicular polarization 
component of multiple scattering still exhibits maximum intensity in 
the directions at 45°. These features provide a potential method 
for deducing the size distribution of the scatters from the spatial 
distribution of the polarization of the multiply-scattered signal. 

In this paper we present our recent results on the evaluation of 
this method. Both lidar measurements and theoretical calculations for 



spherical particles are presented. One interesting result of the analysis 
is that the calculations of single scattering using Mie phase functions for 
specific size parameters do exhibit the anisotropic polarization 
characteristics. The effects are most clearly evident at scattering angles 
around 90 degrees. Thus it appears that the polarization features observed 
in the multiple scattering are caused by these larger angle (Z90°) 

scattering events. This finding is particularly important since most multiple 
scattering calculations tend to favour scattering events in the near forward 
and near backward directions. 

To extend the laboratory procedures into lidar measurements we 
introduced sector-shaped aperture slides in the lidar receiver focal plane. 

The sectors were designed to block all single scattering and to pass only 
a narrow angular field of the pure multiple scattering. This sector was 
aligned at different orientation angles in the focal plane in successive 
measurements. To study the polarization quantitatively, several receiver 
channels were used simultaneously with different combinations of sector 
orientations and polarizers. 

Clouds were studied with this arrangement and all exhibited pronounced 
anisotropy in the backscattered multiple scattering. These results will 
be presented and discussed. 
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LASER BACKSCATTERING FROM DENSE 
WATER DROPLET CLOUDS 

A. I. CARSWELL, R.B. SMITH, S.R. PAL, R. DUBINSKY 
DEPT. OF PHYSICS AND CRESS 
YORK UNIVERSITY 
4700 KEELE ST. 

DOWNSVIEW, ONTARIO, CANADA, M3J 1P3 

Laboratory studies of the propagation and scattering of laser beams 
in dense water droplet clouds have been undertaken for several years in 
our laboratory and in this paper a summary of recent results is 
presented. The work has been extended to investigate the wavelength 
dependence of the extinction and the backscattering. Wavelengths in the 
visible and near IR from several laser sources have been used . 

In the backscattering measurements, the polarization characteristics 
have been measued at several wavelengths using a linearly polarized 
incident beam. The linear depolarization ratio (the ratio of the signals 
polarized perpendicular and parallel to the incident beam polarization 
direction) is found to exhibit some wavelength dependenence. This 
dependence appears to arise from changes of the proportions of multiple 
and single scattering in the total backscattered signal at different 
wavelengths rather than from a change in the characteristics of the 
multiple scattering itself. This dependence, which is similar to that 
noted previously in atmospheric lidar returns, can be explained on the basis 
of diffraction theory and effects of receiver field of view. 

In another series of experiments range-resolved measurements of the 
backscattering from water droplet clouds have been undertaken in the 
laboratory system. In lidar probing of the atmosphere the range resolution 
is one of the most important attributes of the system and it is obtained 
by using short pulses and performing a time-of-f light analysis via the lidar 
equation to provide range-resolved information from the backscattered 
signal. To use a similar approach in the laboratory would require the use 
of very short pulses and very wide bandwidth electronics because of the 
small distances involved. We have adopted an alternative approach which 
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utilizes selective chopping of the laser beam within the cloud and 
phase sensitive detection of the scattered radiation. We have used, for 
example, a pair of rotating chopper blades at different depths in the 
cloud along with a lock-in amplifier to measure the backscattered signal 
(including the polarization information) from thin slabs of cloud 
located at various distances within the cloud. In this way it has been 
possible to study the evolution of the scattered signal as it penetrates 
into the cloud. Since the laboratory clouds can be made to be very 
homogeneous and their properties can be carefully measured, it is possible 
to use such range resolved information to improve the analysis of beam 
propagation in very turbid media. Our initial measurements have shown 
the value of the technique and demonstrate that range resolutions of a 
few centimeters are readily obtained. Range resolved data are presented 
for measurements of the total backscattered signal and for the linear 
depolarization ratio which clearly shows the build-up of multiple 
scattering with increasing penetration depth. 
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Joint Polarization Lidar and IC-band Radar 
Cloud Observations^ 

Kenneth Sassen 

University of Utah, Department of Meteorology 
Salt Lake City, Utah 84112 

During the month of January 1982 the Mobile Polarization Lidar 
Facility of the University of Utah participated in the Colorado 
Orographic Seeding Experiment (COSE) in Steamboat Springs, Colorado. 
Gathered for this research program were an impressive array of remote 
sensing systems, including the ruby lidar, a dual -wavelength passive 
microwave radiometer, vertically-pointing Ky- and Ka-band radars and 
a scanning C-band radar. In addition, research aircraft, radiosonde, 
and ground-truth precipitation data were also collected. Co-located 
with the lidar at a mountain-base station (2.1 km MSL) were the micro- 
wave radiometer, with channels to detect emissions from both vapor and 
liquid water, and the 1.8 cm wavelength Ky-band radar. 

Following a description of the new Mobile Polarization Lidar 
Facility, data comparisons which dramatically illustrate the differ- 
ences and overlaps in sensitivities to hydrometeors of the remote 
sensors will be presented. As both the use of K-band radars and pas- 
sive microwave radiometers have been stressed recently for incorpor- 
ation into orographic cloud modification operations, their performance 
in this regard based on lidar data comparisons will be evaluated. 
Preliminary analysis has revealed that the polarization lidar observa- 
tions can be considerably more sensitive to the presence of cloud 
liquid water and ice clouds composed of small or diluted concentrations 
of ice crystals, although, as expected, strong optical attenuation 
in snowfall or dense water clouds would often limit the range of lidar 
probing. Presented in Figure 1 is a comparison of lidar and Ky-band 
radar (vertically-pointing) data obtained over a 3^ hour period from 
a layer cloud associated with a frontal cloud band which illustrates 
some of these findings. In this case, it was only during a few periods 
that optical attenuation appeared to seriously limit the range of lidar 
operations (generally corresponding to times with radar reflectivities 
> 5 to 10 dBZ), while particularly near the end of this period the 
radar failed to detect an ice cloud that lidar measurements show was 
~3.5 km thick. 

Another interesting finding that has implications for both lidar 
and radar operations is that layers of uniformly oriented ice crystals 
were identified from the lidar returns during several storms. Such 
regions could be identified by scanning the lidar several degrees 
away from the vertical direction, so that the non-depolarized specular 
reflections were no longer received, but a preliminary comparison with 
Ky-band returns suggests that the radar reflectivities were anomalously 
enhanced by the same ice crystal orientation effects. The effects of 
such microphysical processes on the remote sensor returns and compar- 
isons of liquid water detection by the lidar and microwave radiometer 
will be fully discussed. 



HEIGHT, MSL (KM) 



TIME, GMT 



Figure 1. A time versus height comparison of vertically-pointing ruby 
lidar and Ky-band radar data representing a segment of a 
frontal cloud band passage over Steamboat Springs, Colorado. 
The envelopes of lidar and radar (> -15 dBZ) returns are 
shown as dashed and solid lines, respectively. The discon- 
tinuous dashed lines represent weak, intermittent laser 
returns from higher-level cloud tops or layers. Stippled 
areas define radar reflectivities > 5 dBZ, and regions with 
wavy lines show the presence of liquid water-containing cloud 
layers as identified through laser depolarization measurements 
(collected at the times indicated by the vertical lines along 
the top margin). 
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MEASUREMENT OF THE STOKES PARAMETERS FOR CIRRUS CLOUDS 
USING INCOHERENT AND COHERENT LIDAR SYSTEMS 


Ingar Singstad 

University of Bergen, Norway* 

*Guest Worker, National Oceanic and Atmospheric Administration 
Environmental Research Laboratories 
Wave Propagation Laboratory 
Boulder, Colorado 80303 


Cirrus cloud cover is of importance in understanding atmospheric 
radiation and the heat budget of the earth. The radiation properties of 
the cirrus clouds depend on several factors, such as shape, orientation 
and size distribution of the ice crystals and on bulk properties such as 
ceiling height and thickness of the clouds. One interesting aspect of 
the cirrus clouds is the question about the alignment of the ice crys- 
tals. 


Fluid dynamical experiments have shox^/n that needle shaped crystals 
fall with the long axis (the optical axis) horizontally and that hexag- 
onal plates fall vertically with the flat face down. The plates then 
have the optical axis oriented vertically. This fact will have conse- 
quences for the polarization properties of the backseat tered laser 
light from an aligned population of ice crystals. 

By using a rotating polarizer and a quarter-wave plate, one can ob- 
tain the four Stokes parameters for the reflected light when the clouds 
are illuminated with a polarized laser beam (Houston and Carswell, 1978) . 
In lidar experiments, the Stokes parameters frequently are expressed in 
terms of the parameters for the polarization ellipse. They are the 
rotational angle x> which is the angle between the major axis of the 
ellipse and the direction of the incident polarized light, and the 
ellipticity e = + b/a. Here a and b are the major and minor axis of 
the ellipse, respectively. The depolarization ratio 6 is an important 
parameter, defined as P^^^ and Pj^ are the backscattered inten- 

sities measured parallel and perpendicular to the emitted laser light. 

Ice crystals are double refracting; therefore, there generally 
is an elliptical contribution in the backscattered light due to scatter- 
ing inside the crystals. Furthermore, the ice crystals are optically 
positive and this produces e > 0. The magnitude of e depends on the 
crystal size, shape, orientation of the optical axis and the ratio be- 
tween the thickness of the crystal and the laser wavelength. The 
rotational angle x> too, depends on the size of the crystal and the 
laser wavelength. 



The polarization plane may be changed by internal reflection in 
the ice crystals. The depolarization ratio 6 can be used to discrimi- 
nate between water and ice phases in clouds, supposing a randomly 
oriented ice particle population. However, scattering from horizontally 
aligned plates will also result in 6 = 0. 

Generally, the backscattering from aligned plates results in £ = 0, 
6=0, and y = constant, y will vary through the cloud if the crystal 
dimensions change. For horizontally aligned needles we have £ > 0, 

6 > 0, and y = constant. The Stokes parameters may thus be very 
useful when interpreting lidar data from clouds. 

At the University of Bergen, Norway, we have a two-channel, inco- 
herent, ruby lidar system. Two laser pulses in about 1/2 minute provide 
the necessary data on the Stokes parameters, even if several shots may 
be needed because of the counting statistics. We have found that 
typical depolarization ratios for winter cirrus clouds are between 0.35 
and 0.7. The data are obtained with the beam propagated vertically. 

The Stokes parameter data indicate that the ice crystals basically are 
randomly oriented. A few examples can be interpreted as oriented 
needles. The signature of oriented plates was not found in the data. 

As mentioned, plates with a horizontal orientation result in 6 = 0. 
Tilting the laser beam produces elliptically reflected light and 6 > 0. 
This was shown by Platt et al. (1978) using the NOAA incoherent lidar. 

The field of view of an incoherent lidar is about 1 mrad as com- 
pared to less than 0.1 mrad for the NOAA coherent system. Consequently, 
one should expect relatively stronger specular reflection from aligned 
plates with a coherent system than with an incoherent one. Besides, 
the contribution from multiple scattered photons is negligible with a 
coherent system. At a wavelength of 10.6 ym, the contribution from 
internal reflection in the crystals will be small. 

At NOAA, we plan to use the coherent Doppler lidar for Stokes 
parameter measurements in the study of cirrus clouds and alignment of 
the ice crystals. Furthermore, the Doppler lidar facilities can 
measure the fall velocities of the ice crystals from the cirrus clouds. 

The Stokes parameters are obtained by rotating a quarter-wave plate 
while keeping the polarizer fixed. In a coherent system, the local 
oscillator beam picks out the polarization component of the reflected 
beam and thus works as a polarizer. Preliminary results of the experi- 
ment will be presented at the conference. 
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OBSERVATIONS OF CLOUD TOP STRUCTURE 
AND SCATTERING POLARIZATION 


J. D. Spinhirne and M. Z. Hansen 
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Greenbelt, Maryland 20771 


Over the past several years a cloud lidar system (CLS) has been 
deployed on high altitude aircraft cloud observation missions. The 
instrumentation configuration and some initial data acquired in Fall 
1979 have been previously reported. In May-June 1981 a further set 
of flights were undertaken in conjunction with the large scale CCOPE 
experiment. A modified configuration, shown in Fig. 1, was employed 
for these later flights. The major additions to the instrument were a 
1064 nm detector to supplement the dual polarization 532 nm detectors 
and also an increase to a 20 MHz data acquisition bandwidth. 

The acquired data includes a wide variety of cloud top structure 
and scattering polarization observations. These encompass high, low 
and middle cloud groupings of various types. Several cases of multiple 
overflights of developing cumulonimbus have been acquired. These data 
graphically present the height resolved structure of storms in a manner 
not previously realized. The polarization diversity of the signal 
return is seen to delineate ice-water phase changes at upper cloud 
boundaries and also, to some extent, changes in crystal types. Although 
airborne cloud lidar data will not supplant in-situ observations for 
cloud physics and storm development studies, it can be shown that our 
data provides a useful adjunct to in-situ and other remote sensing 
observations. In several cases during the 1981 CCOPE observations, 
simultaneous cloud particle measurements were obtained by aircraft 
underf lying the CLS- 

Analysis development is in progress to obtain the maximum 
interpretation of the dual polarization, dual wavelength cloud lidar 
data in terms of physical cloud particle parameters. A major application 
of the cloud lidar measurements will be to corroborate simultaneous 
passive remote sensing observations. A summary of results obtained by 
the CLS to date is to be presented. 
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A PATH-AVERAGED LASER RAIN GAUGE FOR 
SATELLITE/EARTH COMMUNICATIONS APPLICATIONS 


D. J. Fang and C. H. Chen 


COMSAT Laboratories 
22300 Comsat Drive 
Clarksburg, Maryland 20871 


In satellite communications systems utilizing 
automatic power control and/or polarization compensation 
networks, a knowledge of instantaneous area rainfall in- 
formation is essential. This knowledge cannot be supplied 
by a conventional tipping bucket rain gauge, which has a 
slow response and a low saturation level. The paper ex- 
amines laser sensing techniques for the development of a 
high precision/fast resolution rain gauge using an HeNe 
laser. Optical configurations, detection schemes and data 
acquisition and processing algorithms are presented. Pre- 
liminary field trial results in determining instantaneous 
rain rates and raindrop size distributions are summarized. 

It is established that such an optical system can sample pre- 
cipitation accurately, not only in the far field region, 
but also in the near field. Applications in modern satel- 
lite communications systems are outlined. 
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BACKSCATTER MEASUREMENTS IN FALLING SNOW 


G. Davidson, A. Bogdan, D. McCaffrey 
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John D. Mill 
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Measurements were made during December 1981 and 
January 1982 of backscatter in falling snow at a field 
location near Burlington, Vermont. These measurements 
were performed as part of a coordinated measurements 
program, entitled SNOW ONE-A, which included many other 
optical and non-optical correlated experiments. The 
lidar measurements utilized a frequency-doubled Nd:Yag 
laser yielding 15 mJ pulses at 0.53 Urn at a 20 Hz pulse 
rate. The use of the lidar allowed slant-path (near- 
horizontal to zenith) measurements of range-resolved 
backscatter to be made, from which extinction in snow could 
be deduced. 

In general, data was taken as sets of returns 
averaged over 1 to 25 seconds. Individual returns were 
digitized with 10 bit resolution at a 10 MHz rate. The 
data was reduced in near real time and stored on disk. 
Analysis is being performed using the Klett ^ method to 
determine extinction coefficients. 

Preliminary lidar extinction results are being 
compared to results of measurements taken by a visible 
transmissometer operating at 0.55 Um. The trans- 
missometer operated over a 300 m horizontal path some 
distance from the lidar path. 
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Fig. 1. Lidar Return 



Fig. 2. Corrected Return 



Figure 1 shows 
a return signal in moderate 
snowfall averaged over 
128 laser pulses (6.4 sec). 
The lidar was pointing 
at an angle of 450 with 
respect to the horizontal. 

In the figure, signal 
strength increases in the 
negative direction. The 
initial increase is due to 
gain switching of the photo- 
multiplier tube. The 
increase in signal near 
a range of 450 m is due to 
backscatter from a cloud 
at an altitude of 
approximately 320 m. 

Figure 2 is the same 
data corrected for gain and 
the 1/r^ signal dependence, 
and normalized to the 150 m 
return signal. 

Figure 3 shows the 
computed extinction 
coefficient as a function 
of range. This particular 
falling snow condition has 
an extinction coefficient 
of “ 2.8 km”^. Preliminary 
data from the visible 
t ransmissometer yields a 
value of 4.8 km-^ in the 
horizontal direction at this 
time. Extinction within 
the cloud shows a value of 
“ 20 km~l. 

Additional lidar data 
under a variety of 
precipitation conditions 
will be presented. 


Fig. 3. Extinction 
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PHASE FUNCTION MEASUREMENTS 
OF SNOW CRYSTALS 


L.W. Winchester, Jr. 
Keweenaw Research Center 
Michigan Technological University 
Houghton, Michigan 49931 


With the expanding use of electro-optical devices in 
both military and civilian areas, an understanding of the 
scattering of light by snow crystals is needed to assess 
the performance of electro-optical systems in blowing and 
falling snow. Since the orientation of the snow crystals 
as well as their size and shape must be considered when 
calculating scattering, the phase functions of various 
types of snow crystals are needed in order to compute the 
transmission through a snowy atmosphere. The snow crystal 
phase functions are also of importance in problems involv- 
ing radiative transfer in cloud atmospheres, since high alti 
tude clouds consist mainly of ice crystals. 

Previous experimental studies of the phase function 
of ice crystals have been concerned with artificial ice 
crystals. Huffman and Thursby (1969) used a polar nephel- 
ometer employing a filtered xenon arc lamp as a source op- 
erating at 0.55 micrometers to measure scattering from 
microscopic ice crystals grown in a refrigerated chamber. 
They reported that the phase functions of 'hexagonal plates, 
hexagonal columns and irregular ice crystals were identi- 
cal at angles less than 130° . Compared with calculations 
using Mie theory for equivalent spheres, the ice crystals 
produced more lateral scattering, i.e. scattering in the 
angular range of 60° to 130°. Since the phase function 
f(0) is normalized as shown below, 

1 = I f(0) d0 
0 

the increase in lateral scattering must be accompanied by 
a corresponding decrease in forward scattering and/or back- 
scattering. Haloes at 22° and 46° have been reported by 
Dugin et al. (1971), Nikiforova et al. (1977) and Volkovit- 
skiy et al (1980) for artificial ice crystals. 

Since the experimental studies have shown that the 
phase functions of snow crystals, with the possible excep- 
tion of graupel, cannot be approximated using Mie theory 
computations for spheres with either equivalent area or 
equivalent volume, it is necessary to examine other meth- 
ods of obtaining the phase function of snow crystals. A 
polar nephelometer has been constructed at the Keweenaw 
Research Center to measure the phase function of various 
types and sizes of particles. A helium-neon laser 


operating at a wavelength of 0.6328 micrometers is used as a 
light source and two photomultiplier tubes mounted on move- 
able arms are used as detectors. Snow crystals are brought 
through a vertical chute leading from the roof to the scat- 
tering volume located above the pivot of the two arms by cre- 
ating a slightly reduced pressure in the laboratory. The 
rate at which particles are brought into the scattering vol- 
ume is controlled by regulating a pressure gradient between 
the room and the outside. Scattered light is collected by a 
lens placed in front of each photomultiplier and focused 
onto the photocathode. The reference arm is placed at an 
angle of 15° while the measurement arm is used to measure the 
phase function. As a snowflake falls through the laser beam 
a pulse is observed at the output of each phototube. Coin- 
cidence of pulses from both the reference and measurement 
phototubes is used to ascertain that the snowflake did pass 
through the scattering volume and not a part of the laser 
path visible to only one photomultiplier. To insure that 
the snow crystals do not change phase during the experiment, 
the room is allowed to cool to the outside temperature. 

The phase function of ice circular cylinders was mea- 
sured during an intense snow storm on November 15, 1980. 

The measurements were made with unpolarized light since a 
complete set of polarized measurements would require at 
least four hours. Data were taken between 10° and 170° in 
5° intervals. At each scattering angle, a minimum of 51 
events were recorded. The cylinders fell with their axes 
oriented in a vertical direction. Ice crystals were col- 
lected and examined after every fourth set of phase function 
measurements. The crystal size and shape remained constant 
during the two-hour experiment. The crystals were circular 
cylinders with an average length of 2.1 millimeters and an 
average radius of .125 millimeters. Very little riming was 
observed. Comparison of crystal size and shape measurements 
in the laboratory and outside showed that the system which de- 
livered the crystals to the scattering volume had no effect 
on the crystal size or shape. The phase function values 
were determined by averaging the measurements at each scat- 
tering angle and then normalizing at 10° . The standard de- 
viation at each point is plotted as an error bar. The phase 
function in Fig. 1 shows a deeper minimum and less lateral 
scattering than the measurements of Huffman and Thursby 
(1969). This is consistent with the snow crystals observed 
in this study being much larger than the artificial ice crys- 
tals used in all other studies as more energy goes into for- 
ward scattering for larger particles. 

Liou (1972) has developed a straightforward method for 
computing the phase function of circular cylinders. The 
wave vector of the incident radiation was assumed to be per- 
pendicular to the cylinder axis and the scattered intensi- 
ties were summed over all possible polarization combinations . 
The result, shown in Fig. 1, has been averaged over a 5° 
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SCRTTERING ANGLE 


Fig. 1. Comparison of experimental measurements with computations 

collection angle and normalized at 10° . The exact calcula- 
tion using the method of Liou (1972) predicts much more 
scattering between 10° and 40° and icebows at 143° and 168° . 
The computed phase function has some structure between 70° 
and 130° , but it does not match the structure shown by the 
data. The general intensity level of the lateral scattering 
does agree with experiment as does the intensity of back- 
scattering near 160° . 

Several ray tracing methods have been reported for hex- 
agonal platelets and hexagonal columns (Jacobowitz, 1971; 
Wendling et al . , 1979; Liou and Coleman, 1980). These meth- 
ods follow the internal path of a ray inside the ice crystal 
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for up to six internal reflections. Since natural ice crys- 
tals such as snow are formed by successive deposition and 
scavenging it is reasonable to assume that each crystal is 
made up of many small domains. In the case of the circular 
cylinder some of the domains may be annular with the crys- 
tals resembling the rings of a tree. There is considerable 
scattering and absorption of light at the domain interfaces. 

A ray tracing model for a circular cylinder oriented with the 
cylinder axis vertical was used to obtain a geometric optics 
solution for the phase functions. The method follows each 
ray path through the crystal and assumes that radiation not 
exiting the crystal on the first pass is lost. The exter- 
nally reflected and transmitted components are studied for 
6000 equally spaced rays incident on the cylinder. A single 
rectangular diffraction pattern is then added to give the 
phase function which has been normalized at 10°. The re- 
sult is shown as the dashed curve in Fig. 1. The agree- 
ment between the ray tracing solution and the data is quite 
reasonable at scattering angles less than 140° . In the 
geometrical optics approximation the backscattering from a 
cylinder is concentrated near 180° instead of in a broad 
peak as seen in the data. The broadening of the backscat- 
tering is attributed to rays which have undergone two in- 
ternal reflections and to surface roughness. 


References 


Dugin , V.P. , B.M. 
moniv, and M.V. 
(1971) 

Huffman, P.J. and 
1073 (1969) 

Jacobowitz, H. J. 
691 (1971) 


Golubitskiy, S.O. Mirumyants, P.I. Para- 
Tantashev, Atmos. Oceanic Phys. 1 _ 581 

W.R. Thursby, Jr., J. Atmos. Sci. ^ 

Quant. Spectrosc. Radiat . Transfer 11 


Liou, K.-N., Appl. Optics 1^ 667 (1972) 

Liou, K.-N. and R.F. Coleman, Light Scattering by Irregu - 
larly Shaped Particles , D.W. Schuerman , ed , , Plenum, New 
York, p.207 (1980) 

Nikiforova, N.K. , L.N. Pavlova, A.G. Petrushin, V.P. Synkov , 
and O.A. Volkovitskiy , J. Aerosol Sci. ^ 243 (1977) 

Volkovitskiy , O.A., L.N. Pavlova, and A.G. Petrushin, 

Atmos. Oceanic Phys. ^ 156 (1980) 

Wendling, P. , R. Wendling, and H.K. Weickmann, Appl. Optics 
18 2663 (1979) 


250 



AUTHOR INDEX 


The paper numbers are preceded by the capital letter designation of the 
session in which the papers were presented ( see Contents) . Page numbers are given 
in parentheses. 


Alden, M. , C6 (67) 

Anderson, A, J., HI (191) 

Asai, Kazuhiro, D2 (95) 

Asculai, E., F6 (165) 

Baba, Hiroshi, D6 (108) 

Bair, C. H., CIO (82) 

Bao Ling-ming, H3 (196) 

Bedo, D. E., Bl (21) 

Bilbro, James W. , D12 (123), G6 (179) 
Boers, R. , F2 (156) , G2 (169) 

Bogdan, A., IlO (245) 

Brockman, P., CIO (82) 

Browell, E. V., B6 (34), C4 (60), F5 (161) 
Brun, C., B8 (41) 

Bruscaglioni , P. , II (228) 

Bufton, J. L., A7 (17) 

Burlamacchi, P. , Dl4 (129) 

Butler, C. F. , B6 (34), C4 (60) 

Cahen, C., B7 (37) 

Capitini, R, , B8 (41), C7 (70) 

Carnuth, W. , A3 (4) 

Carswell, A. I., 14 (234), 15 (236) 

Carter, A. F., B6 (34) , C4 (60) 

Castagnoli, F., H5 (201) 

Cecchi, G. , D14 (129) 

Champion, K. S. W. , Bl (21) 

Chandler, R. , D12 (123) 

Chen, C. H. , 19 (244) 

Churchill, David K. , D5 (104) 

Clem, D. , B9 (45) 

Cohen, Ariel, F6 (165) , 12 (230) 

Coletti, Alessandro, Hl2 (217) 

Cooney, John, H15 (224) 

Cotnoir, L., B4 (30) 

Coulter, R, L., F2 (156), G2 (169) 

Cvijin, P. Vujkovic, C2 (55) 

Davidson, G. , 110 (245) 

Deepak, A., H13 (219) 

DeFeo, William E, , C5 (64) 

DiMarzio, C., D12 (123) 

Dombrowski, Mark, B3 (26) 

Dubinsky, R. , 15 (236) 


Eberhard, Wynn L. , E3 (143) , E4 (145) 
Edner, H., C6 (67) 

Egert, Smadar, 12 (230) 

Eloranta, E. W. , D8 (113) , F2 (156) , 

G2 (169) 

Emmitt, G. D. , G8 (187) 

Evans, B. T. N. , DIO (120), E6 (152) 

Fang, D. J. , 19 (244) 

Farrxjkh, U. O. , Hl3 (219) 

Fernald, Frederick G. , HlO (213) 

Fichtl, George H., G6 (179) 

Fitzjarrald, Daniel, G6 (179) 

Flamant, P. H., Dl (91) 

Fredricksson, K., Cl (47) 

Funk, W. , A3 (4) 

Garcia, J. P., HI (191) 

Gardner, C. S., A7 (17) 

Gaumet, J. L. , H4 (197) 

Gehlhaar, U., D13 (127) 

Gerstl, S. A, W. , 13 (231) 

Goad, Joseph H., Jr., A6 (14) 

Goela, J. S., Dll (122) 

Goldsmith, C. L., HI (191) 

Grams, Gerald W., Hl2 (217) 

Gross, Abraham, H15 (224) 

Hagard, Arne, H7 (208) 

Hall, F. F., Jr., G3 (171) 

Hall, W. M., B6 (34) 

Hansen, M. Z., B9 (45), 18 (242) 

Hao Nan-jun, H3 (196) 

Hardesty, R. Michael, D5 (104) , G4 (172) 
Hasson, V. , D7 (111) 

Heaps, William S., C8 (75) 

Herrmann, H., E5 (149) 

Hertz, H., Cl (47) 

Hess, R. V., CIO (82) 

Hofmann, D. J. , A5 (13) 

Hooper, W. P., F2 (156), G2 (169) 
Houston, D. , DIO (120) 

Hu Yu-liang, B5 (33) 

HuEing Qi-rong, B5 (33) 


251 



Huang Zhong-fang, B5 (33) 

Huffaker, R. Milton, G3 (171) , G7 (183) 

Igarashi, Takashi, D2 (95) 

Itabe, Toshikazu, D2 (95) 

Jager, H, , A3 (4), A5 (13) 

Jeffreys, H. B., H16 (227) 

Jensen, A. Skov, Gl (166) 

Jin Hui-shu, B5 (33) 

Joos, E. , C7 (70) 

Kavaya, M. J. , Dl (91) 

Keeler, R. Jeffrey, D5 (104) 

Kennedy, L. Z,, H16 (227) 

Kent, G. S., A4 (8), H13 (219) 
Killinger, Dennis K. , C5 (64), Cll (87) 
Kleiman, Moshe, F6 (165) , I2 (230) 
Kluchert, R. E., DIO (120) 

Koga, Ryuji, C3 (56) 

Kondo, Masamichi, D6 (108) 

KSpp, F., E5 (149), G5 (176) 

Korb, C. Laxirence, B3 (26) , C9 (78) 
Kosaka, Megiami, C3 (56) 

Krause, Michael, D12 (123) , G6 (179) 
Krishna Murthy, B. V,, Hll (216) 

Lachi, L., II (228) 

Lading, L., Gl (166) 

Lawrence, Robert S., FI (154) 

Lawrence, T. R. , D4 (103) 

Lebow, P., B4 (30) 

Lefrere, J., B2 (23), B7 (37) 

Lentz, W. J., H9 (211) 

Lesne, J-L, , B7 (37) 

Livingston, John M. , H2 (192) 

Lo Porto, L., II (228) 

Lynch, Mervyn J. , E3 (143) 

Matsui, Ichiro, El (137) 

Mayo, M. N. , B6 (34) 

Mazzinghi, P., D14 (129) 

McCaffrey, D. , 110 (245) 

McCormick, M. P., A2 (2), A4 (8) 
McElroy, James L,, E2 (141) 

McNice, G. T., E3 (143), E4 (145) 
McQuirk, Michael, G7 (183) 

Measure, Edward, H8 (210) 

Megie, G. , B2 (23) 

Melfi, S. H., B9 (45) 

Menyuk, C. R. , Cll (87) 

Menyuk, Norman, C5 (64) , Cll (87) 
Menzies, R. T., Dl (91) 


Michelin, J~M. , B7 (37) 

Mill, John D. , 110 (245) 

Morandi, M, , H5 (201) 

Mbrl, P., F4 (160) 

Nakane, Hideaki, El (137) 

O'Reilly, J., D12 (123) 

Osborn, M. , A1 (1) 

Osmvindson, John S., G7 (183) 

Pal, S. R. , 14 (236), 15 (236) 
Pantani, L., D14 (129), II (228) 
Parameswaran , K. , Hll (216) 
Petheram, John C. , D3 (99) 
Philip, M. T., A4 (8) 

Pippi, I., D14 (129) 

Qui Jin-huan, H3 (196) 


Reagan , 

J. 

A., 

HI (191) 

Reiter, 

R. f 

A3 

(4), A5 (13) 

Renaut , 

D. , 

B8 

(41) , C7 (70) 

Renger , 

w.. 

F4 

(160) 

Roesler 

r F. 

L., 

D8 (113) 

Rosen, 

J. M 

. , A5 (13) 


Rosenberg, A., B4 (30) 

Rubio, Roberto, H8 (210) 

Russell, Philip B. , H2 (192) 

Sakurai, Katsumi, D6 (108) 

Sano, Hiroya, C3 (56) 

Sasano, Yasuhiro, El (137) , F3 (157) 
Sassen, Kenneth, 16 (238) 

Schellhase, R. , F4 (160) 

Schotland, R. M. , H14 (223) 

Schwemmer, Geary, B3 (26) 

Schwiesow, Ronald L. , Fl (154), Gl (166) 
Sechrist, C. F., Jr., A7 (17) 

Shaw, K,, D12 (123) 

She, C. Y., D9 (117) 

Shimizu, Hiroshi, D9 (117) , F3 (157) 
Shinohara, Koji, C3 (56) 

Shipley, S. T. , C4 (60), F5 (161) 
Shirkey, R. C., 13 (231) 

Simizu, Hiroshi, El (137) 

Singstad, Ingar, 17 (240) 

Siviter, J. H. , Jr., B6 (34) 

Smith, R. B., 15 (236) 

Spinhirne, J. D. , B9 (45), 18 (242) 
Sroga, J. T., D8 (113) 

Stefanutti, L. , H5 (201), II (228) 
Steinvall, Ove, H6 (208) 


252 



Strobel, S., B4 (30) 

Sugimoto, Nobuo, D6 (108 ) , El (137) 
Sim Jin-hui, H3 (196) 

Svanberg, S., C6 (67) 

Swirbalus, R. A., B1 (21) 

Swissler, T, J. , Al (1) 

Takeuchi, Nobuo, D6 (108) , El (137 ) , 
F3 (157) 

Taylor, S. E. , D15 (132) 

Thomas, E. L. , D15 (132) 

Van Dijk, J, W. , D3 (99) 

Wcing Hong-qi, H3 (196) 

Weng, Chi Y. , C9 (78) 

Werner, Ch., E5 (149), H6 (205) 


Wilkerson, T. D. , B4 (30), B6 (34) 
Winchester, L. W., Jr., Ill (247) 
Winker, D. M. , H14 (223) 

Wu Shao-ming, B5 (33) 

Xia Qi-lin, H3 (196) 

Yue, G. K., H13 (219) 

Zaccanti, G. , II (228) 

Zardecki, A., 13 (231) 

Zhang Bei-ying, H3 (196) 

Zhang Chim-lin, B5 (33) 

Zhang Jin-ding, H3 (196) 

Zhao, Yan-zeng, B5 (33) , H3 (196) 
Zheng Si-ping, B5 (33) 



1. Report No. 
NASA CP-2228 

2. Government Accession No. 

3. Recipient's (Catalog No. 

4. Title and Subtitle 

ELEVENTH INTERNATIONAL LASER RADAR CONFERENCE 

5. Report’ Date 
June 1982 

6. Performing Organization (^de 
665-40-40-10 

7. Author(s) 

8. Performing Organization Rep>ort No. 
L- 15380 

10. Work Unit No. 

9. Performing Organization Name and Address 

NASA Langley Research Center 
Hampton, VA 23665 

11. Contract or Grant No. 

13. Type of Report and Period Covered 
Conference Publication 

12. Sponsoring Agency Name and Address 
Space Science and Engineering Center 
University of Wisconsin 
American Meterological Society 
U.S. Air Force 

National Aeronautics and Space Administration 

14. Sponsoring Agency Code 


15. Supplementary Notes 


16. Abstract 

This publication contains abstracts of papers presented at the Eleventh International 
Laser Radar Conference, held at the University of Wisconsin-Madison, June 21-25, 

1982. Eighty-nine papers were presented. The topics of the conference sessions 
were 

1 . Middle atmospheric measurements 

2. Meterological parameters; temperature, density, humidity 

3. Trace gases by Raman and DIAL techniques 

4. Techniques and technology 

5. Plume dispersion 

6. Boundary layer dynamics 

7. Wind measurements 

8. Visibility and aerosol properties 

9. Multiple scattering, clouds, and hydrometers 

This conference manifests a maturing technology. The abstracts discuss measurements 
of properties from the Earth’s ocean surface to the mesosphere, made with techniques 
ranging from elastic and inelastic scattering to Doppler shifts and differential 
absorption. 


17. Key Words (Suggested by Author(s) ) 
Lidar 

Laser radar 
Remote sensing 
Atmospheric measurements 


18. Distribution Statement 

Unclassified - Unlimited 


Subject (Category 35 


19. Security Classif. (of this report) 

1 20. Security Classif. (of this page) 

21. No. of Pages 

I 22. Price 

Unclassified 

Unclassified 

267 

A12 


For sale by the National Technical Information Service, Springfield, Virginia 22161 


NASA-Langley , 1982 




I 


SPECIAL FOURTH CLASS MAIL 
BOOK 


National Aeronautics and 
Space Administration 

Washington, D.C. 

20546 

Official Business 
Penalty for Private Use, 

1 1 > 1 , 
' i' '-r i' li. 


■j / i 1 / 



Postage and Fees Paid 
National Aeronautics and 
Space Administration 
NASA-451 





POSTMASTER; 


If Undeliverable (Section 158 
Postal Manual) Do Not Return 





